University  Mace 

The  University  Mace,  a  symbol  of 
leadership  and  authority,  is  a  visual 
embodiment  of  tradition  in  academ- 
ic circles.  Presented  during  the 
institution's  75th  anniversary  in 
1987,  the  mace  is  displayed  only  at 
formal  events  attended  by  faculty  and 
top  administrators  dressed  in  full  aca- 
demic regalia.  The  evolution  of  the 
University's  name  is  depicted  on  sil- 
ver disks  on  the  mace's  bronze  head. 


University  Banner 

The  University  banner,  introduced 
at  our  first  commencement  as  The 
University  of  Memphis  in  August 
1994,  incorporates  our  seal  sur- 
rounded by  the  traditional  gold  laurel 
wreath.  The  internal  shield  depicts 
higher  education's  torch  of  learning 
and  book  of  knowledge  as  well  as 
our  state's  commerce  and  industry 
symbols.  Our  opening  date  of  1912 
is  shown  below  the  shield. 


Presidential  Medallion 

The  Presidential  Medallion  sig- 
nifies position,  authority  and  trust 
and  is  worn  by  the  President  dur- 
ing official  academic  functions  at 
the  University.  Commissioned  by  a 
group  of  distinguished  alumni  and 
friends  and  presented  to  the  Uni- 
versity in  1974,  the  Presidential 
Medallion  combines  institutional 
symbols  with  chain  links  honoring 
all  presidents  of  the  University. 
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UPPER 

Left  Side 
J.  Ivan  Legg,  Provost 
Donald  K.  Carson,  Vice  President  for  Student 

Affairs  and  Vice  Provost  for  Enrollment 

Services 
R.  Eugene  Smith,  Vice  President  for  Business 

and  Finance 
Kevin  F.  Roper,  Vice  President  for  Marketing 

and  Advancement 
Andrew  L.  Bailey,  President,  Student  Government 

Association 
Stephen  W.  Vescovo,  President, The  University 

of  Memphis  Alumni  Association 
Peter  L.  McMickle,  Chair,  Faculty  Senate 
Ralph  J.  Faudree,  Jr.,  Dean,  College  of  Arts  and 

Sciences 
Richard  R.  Ranta,  Dean,  College  of 

Communication  and  Fine  Arts 
Marjorie  F.  Luttrell,  Acting  Dean,  Lowenberg 

School  of  Nursing 
Susanne  Darnell,  Associate  Dean,  University 

College 
Maurice  I.  Mendel,  Dean,  School  of  Audiology 

and  Speech-Language  Pathology 


STAGE 

Right  Side 

1.  Dr.  V.  Lane  Rawlins,  President 

2.  Mr.  Isaac  Hayes,  Speaker 

3 .  The  Honorable  Maxine  Smith,  Member  of  the 

Tennessee  Board  of  Regents 

4.  The  Honorable  William  Watkins,  Jr.,  Member  of 

the  Tennessee  Board  of  Regents,  and 
Member,  University  Foundation  Board  of 
Trustees 

5.  Dr.  James  I.  Penrod,  Vice  President  for  Information 

Systems  and  CIO 

6.  Dr.  Sidney  A.  McPhee,  Senior  Vice  Provost  for 

Academic  Affairs 

7.  Mr.  Brian  Herrin,  Soloist 

8.  Dr.  Linda  L.  Brinkley,  Vice  Provost  for  Research 

and  Dean  of  the  Graduate  School 

9.  Dr.  Donna  M.  Randall,  Dean,  Fogelman  College  of 

Business  and  Economics 

10.  Dr.  Donald  J.  Polden,  Dean,  Cecil  C.  Humphreys 

School  of  Law 

11.  Dr.  Karen  D.  Weddle- West,  Asst.  Dean  of  Graduate 

Studies,  College  of  Education 

12.  Dr.  Richard  C.  Warder,  Jr.,  Dean,  Herff  College  of 

Engineering 


1.   Ms.  Anita  J.  Lenhart,  Pronouncer 


LOWER  STAGE 

2.   Dr.  Robert  W.  McDowell,  Pronouncer 


PROGRAM 

PRESIDING Dr.  J.  Ivan  Legg 

Provost 

PRELUDE  AND  FANFARE 

Keystone  Celebration John  Cheetham 

Brass  Symphony Jan  Koetsier 

Susato  Suite an: John  Iveson 

Fanjare  Jor  a  New  Millennium  (composed  for  the  University) David  Spencer 

The  University  Brass  Ensemble 

Mr.  David  Spencer,  Conductor 

PROCESSIONAL* 

Pomp  and  Circumstance Sir  Edward  Flgar 

PRESENTATION  OF  COLORS* The  Color  Guard 

The  Joint  Services  Honor  Guard 

THE  NATIONAL  ANTHEM* Francis  Scott  Key 

Mr.  Brian  Herrin,  Soloist 

THE  PRESIDENTS  WELCOME Dr.V.  Lane  Rawlins 

President  of  the  University 

ADDRESS Mr.  Isaac  Hayes 

Musician,  Actor  and  Humanitarian 

A  native  of  Covington, Tennessee,  Isaac  Hayes  has  had  a  long  and  distinguished  career  as  a  singer,  musician,  composer 
and  actor.  He  made  musical  history  during  his  association  with  Memphis'  famed  Stax  record  label  during  the  1960s.  His 
numerous  accomplishments  have  earned  him  an  Academy  Award,  a  Golden  Globe  Award,  two  Grammy  awards,  the 
NAACP  Image  Award  and  the  Edison  Award,  Europe's  highest  musical  award.  Mr.  Hayes  is  a  tireless  advocate  for  human 
rights  and  serves  as  international  spokesman  for  the  World  Literacy  Crusade. 

PRESENTATION  OF  THE  CANDIDATES The  Academic  Deans 

CONFERRAL  OF  DEGREES  IN  COURSE Dr.  Rawlins 

PRONOUNCERS Dr.  Robert  W  McDowell 

Ms.  Anita  J.  Lenhart 
The  Doctoral  Degrees 
The  Specialist  and  Master  Degrees 
The  Baccalaureate  Degrees 

SALUTATIONS  TO  THE  CLASS 

President,  Student  Government  Association Mr.  Andrew  K.  Bailey 

President,  Alumni  Association Mr.  Stephen  W.  Vescovo 

THE  ALMA  MATER* /  W  Blister 

Mr.  Herrin 

RECESSIONAL* 

Die  Bankelsangerlieder Anon  (1684) 

*Please  stand 

Guests  are  requested  to  remain  in  guest  seating  during  the  ceremony;  and,  after  the 

Alma  Mater,  to  remain  in  place  until  the  Platform  Party  has  departed. 
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THE  TENNESSEE  BOARD  OF  REGENTS 

THE  HONORABLE  DON  SUNDQUIST,  Governor  of  Tennessee,  Chairman,  ex  officio 

THE  HONORABLE  JANE  WALTERS,  Commissioner  of  Education,  ex  officio 

THE  HONORABLE  DAN  WHEELER,  Commissioner  of  Agriculture,  ex  officio 

THE  HONORABLE  RICHARD  G.  RHODA,  Interim  Executive  Director, Tennessee  Higher  Education  Commission,  ex  officio 

THE  HONORABLE  DEMETRA  GODSEY  BOYD,  Clarksville 

THE  HONORABLE  ROBERT  JACK  FISHMAN,Vice  Chairman,  Morristown 

THE  HONORABLE  ROBERT  L.  GAMBLE,  Chattanooga 

THE  HONORABLE  CLIFFORD  H.  HENRY,  JR.,  Marysville 

THE  HONORABLE  ED  JERNIGAN,  Brentwood 

THE  HONORABLE  JANE  G.  KISBERJackson 

THE  HONORABLE  W  KEITH  McCORD,  Knoxville 

THE  HONORABLE  LESLIE  PARKS  POPEJohnson  City 

THE  HONORABLE  J.  STANLEY  ROGERS,  Manchester 

THE  HONORABLE  DEBORA  J.  SEIVERS,  Columbia 

THE  HONORABLE  MAXINE  A.  SMITH,  Memphis 

THE  HONORABLE  WILLIAM  H.WATKINSJR.,  Memphis 

THE  HONORABLE  DOUGLAS  W  HODGE,  Faculty  Regent 

THE  HONORABLE  NANCY  WASHINGTON,  Student  Regent 


DR.  CHARLES  E.  SMITH,  Chancellor 


HISTORICAL  HERITAGE 

From  the  opening  of  its  doors  in  1912  as  a  normal  school  for  training  teachers  to  its  present  status  as  one  of 
Tennessee's  two  comprehensive  universities,  The  University  of  Memphis  has  been  thrust  forward  by  the  growth  of 
Memphis  and  the  Mid-South.  A  town  oriented  to  a  rural  economy  and  culture  in  1900  grew  into  a  large  urban  and 
commercial  center  by  mid-century,  and  the  city's  public  institution  of  higher  learning  experienced  comparable  growth. 

The  normal  school  grew  from  a  few  hundred  students  (1912-1925),  to  a  teachers'  college  with  a  better  staff  and 
an  enrollment  of  up  to  a  thousand  (1925-1941),  then  to  a  state  college  with  an  expanded  curriculum  in  liberal  arts, 
business  and  graduate  education  for  three  to  four  thousand  students  (1941-1957),  until  the  institution  achieved  university 
status  in  1957.  Memphis  State  University  became  The  University  of  Memphis  as  of  July  1,  1994. 

It  was  not  an  easy  struggle.  As  the  city  of  Memphis  grew  and  prospered,  the  demand  for  a  completely  developed 
public  university  grew.  Finally,  legislators  and  board  members  agreed  about  The  University  of  Memphis'  role  and 
approved  the  change  urged  so  forcefully  by  concerned  local  citizens,  several  presidents,  alumni  and  faculty  members. 

The  metropolitan  requirements  for  more  highly  trained  university  graduates  have,  of  necessity,  caused  The  University 
to  expand  all  its  offerings  in  arts  and  sciences,  business,  fine  arts,  education,  engineering  and  technology,  law, 
and  several  special  professional  fields.  More  than  75  percent  of  the  full-time  faculty  have  earned  the  highest  possible 
degree  in  their  fields. 

With  its  five  Centers  of  Excellence  and  24  Chairs  of  Excellence, The  University  of  Memphis  is  in  the  forefront 
of  research  and  instruction  in  this  region.  Our  students  have  the  opportunity  to  study  under  some  of  the  country's 
best  educators. Therefore,  every  graduate  of  The  University  of  Memphis  should  be  able  to  compete  effectively  with 
his  or  her  counterparts  from  any  other  respected  university  in  the  nation. 


If  this  mind 

reaches  out  for  all 

the  learning  of  the  past  and  all 

the  great  dreams  of  the  future, 

feed  it  that  upon  which 

it  will  grow 


John  Trotwood  Moore,  1922 


ACADEMIC  DRESS 


The  following  information  is  to  help  our  visitors  identify  the  costumes  seen  in  the  commencement  procession: 

Academic  dress  originated  at  universities  in  the  Middle  Ages  when  a  warm  gown  and  hood  were  necessary  in  unheated  buildings. 
For  centuries  these  gowns  distinguished  students  from  their  fellow  citizens;  sometimes  this  distinction  in  dress  symbolized  unfortunate 
controversies  between  "town  and  gown".  The  European  habit  of  using  academic  robes  came  to  this  country  in  the  eighteenth  century 
with  the  founding  of  what  is  now  Columbia  University.  In  1895,  American  universities  and  colleges  standardized  their  styles  of  academic 
costumes,  and  this  system,  with  occasional  modifications,  is  still  in  force.  Today,  the  various  colors,  trimmings,  and  patterns  of  gown, 
hood,  and  cap  are  all  traditional  and  symbolize  both  the  degree  and  field  of  learning. 

GOWNS:  American  academic  gowns  are  usually  of  black  material,  and  their  pattern  varies  with  the  degree  held.  The  bachelor  gowns 
are  relatively  simple  in  design  with  a  closed  front  and  long,  pointed,  open  sleeves.  Master's  gowns  have  an  open  front  with  long, 
closed  sleeves,  the  arms  extending  through  a  slit  at  the  elbow,  giving  the  appearance  of  short  sleeves.  Doctoral  gowns  are  the  most 
elaborate  with  velvet  panels  down  the  open  front  and  three  velvet  bars  on  the  bell-shaped  sleeves. 

HOODS:  The  hoods,  differing  in  length  for  the  three  degrees  (bachelor's,  master's,  and  doctor's),  are  lined  with  the  colors  of  the 
institution  that  granted  the  degree.  Hoods  are  also  trimmed  with  the  color  that  heralds  the  major  field  of  learning. 

CAPS:  A  square  mortarboard  is  the  approved  headgear.  The  tassel,  fastened  to  the  middle  point  of  the  top  of  the  cap,  is  black  or 
the  color  appropriate  to  the  subject;  it  may  be  gold  if  the  holder  has  a  doctor's  degree.  The  University  of  Memphis  has  adopted 
the  practice  of  having  candidates  for  the  bachelor  degree  wear  the  tassels  on  the  right  front  side  before  degrees  are  conferred  and 
shift  them  to  the  left  at  the  moment  when  the  degrees  are  awarded  to  them. 

In  the  last  few  years,  many  universities  have  decided  to  return  to  a  distinctive  gown  design.  For  instance,  Columbia's  is  now  slate 
gray,  Rochester's  a  dandelion  yellow,  Northwestern's  is  purple.  The  doctoral  gown,  with  facing  of  black  velvet,  now  has  sleeve  bands 
in  the  color  of  the  wearer's  discipline.  Some  have  replaced  the  mortarboard  with  a  soft  velvet  tarn  with  a  gold  tassel. 

Following  is  a  list  of  the  hood  and  tassel  colors  that  represent  several  categories  of  learning: 

Arts,  Letters,  Humanities White        Journalism Crimson 

Audiology  &  Speech  Pathology Dark  Blue        Law     Purple 

City  &  Regional  Planning    Scarlet  Red        Music Pink 

Commerce,  Accountancy,  Business Sapphire  Blue        Nursing    Apricot 

Communication  Arts     Silver  Gray        Philosophy    Dark  Blue 

Economics Copper        Physical  Education Sage  Green 

Education     Light  Blue        Public  Administration     Peacock  Blue 

Engineering Orange        Science    Golden  Yellow 

Fine  Arts    Brown        Social  Work     Citron 

Home  Economics Maroon 

All  hoods  are  edged  with  the  above  colors.  These  same  colors  may  be  used  for  the  facing  and  sleeve  bars  of  doctoral  gowns  and 
tassels  on  bachelors'  and  masters'  caps. 

The  lining  of  the  hood  indicates  the  university  granting  the  degree — for  The  University  of  Memphis,  blue  and  gray.  Among  other 
institutional  colors  represented  at  this  commencement  are  those  for  Arkansas,  red  and  white;  Chicago,  maroon;  Columbia,  light  blue 
and  white  chevron;  Duke,  royal  blue  with  white  chevron;  Emory,  navy  blue  with  gold  chevron;  Harvard,  crimson;  Illinois,  navy  blue 
with  two  orange  chevrons;  University  of  Iowa,  old  gold;  Kansas,  navy  blue  with  cardinal  chevron;  Northwestern,  purple  with  gold 
chevrons;  Ohio  State,  scarlet  with  silver  gray  chevron;  Rice,  silver  above  blue;  Texas,  white  above  orange;  Vanderbilt,  black  and  gold; 
Wisconsin,  bright  red;  Yale,  royal  blue. 
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ALUMNI 

The  University  of  Memphis  Alumni  Association  has  been  in  existence  for  almost  70  years  and  represents  more  than  60,000 
alumni  of  the  University. 

The  mission  of  the  Alumni  Association  is  to  strengthen  the  relationship  between  the  alumni  and  their  alma  mater  in  order 
to  effectively  support  the  University's  priorities.  It  seeks  to  achieve  this  mission  through  communication,  activities  and  events  that 
involve  and  inform  alumni. 

In  addition  to  general  alumni  programs,  the  Association  sponsors  19  geographically  based  area  clubs  and  16  college  and  special- 
interest  constituent  chapters  that  provide  opportunities  for  grass-roots  involvement  by  alumni. 

The  Alumni  Association's  activities  and  programs  are  governed  by  a  volunteer  Board  of  Directors,  and  the  diverse  interests 
of  alumni  are  represented  through  the  Alumni  Council. 

Membership  in  the  Alumni  Association  is  open  to  all  graduates  and  former  students  of  the  University  who  pay  annual  or  lifetime 
membership  fees.  New  graduates  receive  their  membership  at  no  charge  for  the  first  year  following  commencement.  Parents  and 
other  non-alumni  supporters  may  become  affiliate  members  upon  payment  of  membership  fees  and  acceptance  by  the  Alumni 
Board. 

The  Association  is  housed  in  the  Alumni  Center,  a  beautifully  furnished  facility  located  on  the  corner  of  Spottswood  and  Normal. 
In  addition  to  housing  the  alumni  offices,  the  facility  annually  hosts  more  than  450  meetings  and  events  that  attract  the  participation 
of  11,000  alumni  and  friends. 


UNDERGRADUATE 
CANDIDATES  FOR  DEGREES 

GRADUATION  WITH  DISTINCTION 

Based  on  a  grading  system  of  "A"  as  4.0,  three 
designations  of  graduation  honors  are  recognized.* 

Summa  Cum  Laude    With  Highest  Distinction    3.80  -  4.00 Gold  Cord 

Magna  Cum  Laude With  High  Distinction    3-50  -  3.79 Crimson  Cord 

Cum  Laude    With  Distinction    3.25  -  3.49 White  Cord 

GRADUATION  WITH  HONORS 

With  the  approval  of  the  University  Honors  Council,  The  University  of  Memphis  offers  several 
departmental  honors  programs.  These  programs  involve  a  combination  of  special  honors  course  work, 
independent  study,  and  usually  an  honors  thesis  or  project.  Students  who  successfully  complete  a 
departmental  honors  program  are  awarded  their  degrees  with  honors  in  their  area  of  concentration 
(e.g.,  With  Honors  in  English). 


"Note:  Because  of  time  limitations  imposed  in  preparing  this  program  for  commencement,  listing  for  graduation 
with  distinction  was  based  on  a  minimum  of  forty-five  (45)  graded  semester  hours  and  the  grade 
point  average  as  of  the  term  prior  to  the  final  semester.  Final  determination  of  graduation  with 
distinction  will  be  based  on  a  minimum  of  fifty  (50)  graded  semester  hours,  including  the  final 
semester,  and  on  the  cumulative  grade  point  average  as  of  graduation. 


THE  GRADUATE  SCHOOL 

Vice  Provost  for  Research  and  Dean  of  the  Graduate  School 
Linda  L.  Brinkley,  Ph.D. 

The  Graduate  School  of  The  University  of  Memphis  is  the  center  of  advanced  study  and  research 
within  the  University.  The  basic  objectives  of  The  Graduate  School  are:  (a)  to  preserve  and  disseminate 
knowledge  now  available  in  the  humanities,  the  sciences,  and  the  various  professional  areas 
represented  by  the  departmental  graduate  faculties;  (b)  to  extend  knowledge  through  basic  research; 
and  (c)  to  prepare  men  and  women  to  assume  a  more  responsible  and  useful  role  in  society. 


DOCTOR  OF  EDUCATION 


Myrna  Ann  Comstock  -  Department  of  Instruction  &  Curriculum 

Leadership 
B.S.,  1979, Western  Illinois  University 
M.S.,  1990, Western  Illinois  University 
Dissertation:  "Four  Measures  of  Instructional  Reading  Levels:  A 

Comparative  Analysis" 
Major  Professor:  Dr.  Carole  L.  Bond 

Elizabeth  Ann  Donnelly  -  Department  of  Leadership 

B.S.,  1964,  Florida  State  University 

M.Ed.,  1978,  Memphis  State  University 

Dissertation:  "A  Preschool  Readiness  Prototype  Model:  From  a 

Comparative  Analysis  of  Exemplary  Preschool  Readiness 

Programs" 
Major  Professor:  Dr.  Robert  H.  Beach 

Rebecca  Tidwell  Elliott  -  Department  of  Instruction  & 

Curriculum  Leadership 
B.S.Ed.,  1974, Arkansas  State  University 
M.S.Ed.,  1977, Arkansas  State  University 
Dissertation:  "Using  the  Pretest  as  a  Training  Tool  in  Adult 

Computer  Education  " 
Major  Professor:  Dr.  Arthur  E.  Garner 

Gwen  Patterson  Ellis  -  Department  of  Instruction  &  Curriculum 

Leadership 
B.S.,  1976,  Union  University 
M.Ed.,  1980,  Memphis  State  University 
Dissertation:  "The  Effects  of  Repeated  Spelling  Practice  on 

Second  Grade  Spelling  Tests" 
Major  Professor:  Dr.  Carole  L.  Bond 


Kantaylieniere  Y.  Hill  -  Department  of  Instruction  &  Curriculum 

Leadership 
B.S.,  1993,  LeMoyne-Owen  College 
M.S.,  1996,  Memphis  State  University 
Dissertation:  "The  Relationship  between  Preservice  Teachers' 

Attitudes  toward  African  American  Vernacular  English  and 

Their  Assessments  of  Students'  Reading  Comprehension 

and  Writing  Abilities" 
Major  Professor:  Dr.  Carole  L.  Bond 

Kathryn  Marie  Cartwright  Norman  -  Department  of  Instruction 

&  Curriculum  Leadership 
A. A.,  1976,  Butler  County  Community  College 
B.S.,  1978,  Fort  Hays  State  University 
M.A.,  1989,Texas  Woman's  University 
Dissertation:  "Investigation  of  the  Use  of  Portfolios  as  an 

Alternative  Assessment  Procedure" 
Major  Professor:  Dr.  Lana  J.  Smith 

Pamela  Moore  Pigford  -  Department  of  Instruction  &  Curriculum 
Leadership 

B.S.Ed.,  1989,  Memphis  State  University 

M.Ed.,  1991,  Memphis  State  University 

Dissertation:  "A  Survey  of  General  Education  Elementary 
Teachers'  Attitudes  toward  Including  Students  with 
Disabilities  in  the  General  Education  Classroom  " 

Major  Professor:  Dr.Anne  C.Troutman 


DOCTOR  OF  EDUCATION  (continued) 


Marilyn  Sue  Porter  -  Department  of  Instruction  &  Curriculum 

Leadership 
B.S.Ed.,  1962, The  University  of  Arkansas  at  Monticello 
M.S.Ed.,  1971, The  University  of  Central  Arkansas 
Dissertation:  "Tennessee  Elementary  School  Principals'  Use  of 

Designees  in  Individualized  Education  Program  Meetings' 
Major  Professor:  Dr.  Bonnie  B.  Greer 


Frances  I.  Shanks  -  Department  of  Instruction  &  Curriculum 

Leadership 
A.B.,  1969, The  University  ofTennessee  at  Knoxville 
M.Ed.,  1979,  Memphis  State  University 
Dissertation:  "Emergent  Literacy,  Writing  Achievement,  and 

Success  for  All" 
Major  Professor:  Dr.  Lana  J.  Smith 


DOCTOR  OF  PHILOSOPHY 


Azmi  B.Ahmad  -  Academic  Area  of  Management  Information 

Systems  &  Decision  Sciences 
B.S.,  1985,  State  University  of  New  York  at  New  Paltz 
M.S.,  1987,  West  Virginia  University 
Dissertation:  "Performance  Measurement  in  Manufacturing  and 

Its  Relation  to  a  Successful  f IT  Implementation" 
Major  Professor:  Dr.  Satish  Mehra 

Causaundra  O.  Bradley  -  Department  of  Counseling,  Educational 
Psychology  &  Research 

B.A.,  1970,  Southwestern  College 

M.S.,  1973, The  University  of  Memphis 

Dissertation:  "A  Comparison  of  a  Class  Taught  Using  Pacesetter 
Mathematics:  Precalculus  through  Modeling  to  a 
Traditionally  Taught  High  School  Precalculus  Class" 

Major  Professor:  Dr.  Ernest  A.  Rakow 

Jingcai  Cheng  -  Department  of  Chemistry 

B.S.,  1981,  China  Pharmaceutical  University 

M.S.,  1984,  China  Pharmaceutical  University 

Dissertation:  "A  Novel  Silver  Solution  for  Surface-Enhanced 

Raman  Spectroscopy" 
Major  Professor:  Dr.Ying-Sing  Li 

Zeynep  Direk  -  Department  of  Philosophy 

B.A.,  1990,  Bosphorous  University 

M.A.,  1992,  Bosphorous  University 

Dissertation:  "The  Renovation  of  the  Concept  of  Experietice  in 

Derrida's  Philosophy" 
Major  Professor:  Dr.  Leonard  R.  Lawlor 

Thomas  David  Elkin  -  Department  of  Psychology 

B.A.,  1988,Vanderbilt  University 

M.Div,  1992,  Reformed  Theological  Seminary 

M.S.,  199 5, The  University  of  Memphis 

Dissertation:  "Psychological  and  Physiological  Changes  among 

Female  Breast  Cancer  Patients  Participating  in  Different 

Psychosocial  Interventions" 
Major  Professor:  Dr.  James  PWhelan 


Gahan  Paul  Fallone  -  Department  of  Psychology 

B.S.,  1988, The  University  of  Pennsylvania 

M.S.,  1995, The  University  of  Memphis 

Dissertation:  "Treatment  for  Maternal  Distress  as  an  Adjunct  to 

Parent  Training  for  Children  with  Attention 

Deficit/Hyperactivity  Disorder  (AD/HD)  " 
Major  Professor:  Dr.  Sam  B.  Morgan 

Randall  Wilson  Gentry  -  Department  of  Civil  Engineering 

B.S.C.E.,  1991,  Memphis  State  University 

M.S.,  1996,The  University  of  Memphis 

Dissertation:  "The  Development  of  a  Genetic  Algorithm  Technique 

to  Solve  the  Inverse  Ground  Water  Problem  Associated  with 

Accretion  to  a  Semi-confined  Aquifer" 
Major  Professor:  Dr.  John  W  Smith 

Robert  Lewis  Hunt  -  Department  of  Civil  Engineering 
B.S.,  1981, The  University  ofTennessee  at  Knoxville 
M.S.C.E.,  1993, Tennessee  Technological  University 
Dissertation:  "Underwater  Riprap  Placement" 
Major  Professor:  Dr.  Roger  H.  Smith 


John  Bailey  Jernigan  -  Department  of  Civil  Engineering 

B.S.C.E.,  I960, The  University  of  Mississippi 

M.S.,  1982,  Memphis  State  University 

Dissertation:  "Evaluation  of  Seismic  Damage  to  Bridges  and 

Highway  Systems  in  Shelby  County,  Tennessee" 
Major  Professor:  Dr.  Howard  H.  M.  Hwang 

Dmitri  Kaznachey  -  Department  of  Mathematical  Sciences 

B.S.,  1983,  Vilnius  State  University 

M.S.,  1989, Vilnius  State  University 

Dissertation:  "Neural  Network  Algorithms  for  Hypergraph 

Optimization  Problems" 
Major  Professor:  Dr.Arun  Jagota 
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DOCTOR  OF  PHILOSOPHY  (continued) 


Janet  E.  L'Abbe  -  Department  of  Counseling,  Educational 

Psychology  &  Research 
B.S.,  1987,  Florida  Institute  of  Technology 
M.S.,  1994,Angelo  State  University 
Dissertation:  "Self-Efficacy  and  Learned  Helplessness  as  Predictors 

of  Premature  Termination  of  Substance  Abuse  Treatment" 
Major  Professor:  Dr.  O.  Richard  Lightsey 

Yun-Yung  Lin  -  Academic  Area  of  Finance 
B.S.,  1983,  National  Chung  Hsing  University 
M.A.,  1993,  Chinese  Culture  University 
Dissertation:  "On  the  Pricing  of  Default  Risk" 
Major  Professor:  Dr.  Quentin  C.  Chu 

Amy  Morgenstern  -  Department  of  Philosophy 
B.A.,  1987,  State  University  of  New  York  at  Binghamton 
M.A.,  1989,  State  University  of  New  York  at  Binghamton 
Dissertation:  "Plato's  'Umschlag':  The  Turn  Away  from  the 

Nothing  in  Plato's  'Sophist'" 
Major  Professor:  Dr.  Robert  L.  Bernasconi 

Ananda  Mukherji  -  Academic  Area  of  Management 

B.A.,  1978, St. Xaviers  College 

Dissertation:  "Internal  Capabilities  and  External  Relationships: 

Their  Impact  on  International  Strategy,  Control,  and 

Performance" 
Major  Professor:  Dr.  Ben  L.  Kadia 

Elana  Beth  Steinberg  -  Department  of  Counseling,  Educational 

Psychology  &  Research 
B.A.,  1990,McGill  University 
M.A.,  1994,  Boston  College 
Dissertation:  "Predictors  of  Diabetes-Specific  Conflict  among 

Parents  and  Children  with  Insulin-Dependent  Diabetes 

Mellitus  (IDDM)" 
Major  Professor:  Dr.  Thomas  V.  Sayger 


Wen  Yuan  Teng  -  Academic  Area  of  Economics 

B.E.,  1988,  Feng-Chia  University 

M.B.A.,  1993,  Memphis  State  University 

Dissertation:  "The  Determination  of  Foreign  Exchange  Rates  in 
Transition  Economies  and  Implications  for  Growth:  The  Case 
of  Poland  and  the  People's  Republic  of  China" 

Major  Professor:  Dr.  David  M.  Kemme 

Fred  Perry  Von  Hofe  -  Department  of  Civil  Engineering 
B.S.,  1966,  Memphis  State  University 
M.S.,  1972,  Memphis  State  University 
B.S.C.E.,  1978,  Memphis  State  University 
Dissertation:  "Optimal  Well  Design" 
Major  Professor:  Dr.  Martin  E.  Lipinski 

Jeffrey  Scott  Wallace  -  Academic  Area  of  Economics 

B.B.A.,  1988,  Memphis  State  University 

Dissertation:  "The  Casino  Gambling  Industry: A  Case  Study  of 

Tunica,  Mississippi" 
Major  Professor:  Dr.  David  H.  Ciscel 

Shiuan  Wan  -  Department  of  Civil  Engineering 

B.S.,  1991,  National  ChiaoTung  University 

M.S.,  1995, The  University  of  Memphis 

Dissertation:  "Analytical  and  Experimental  Studies  for  Structures 

Subjected  to  Interplate  and  Intraplate  Earthquakes 

Considering  the  P-A  Effect" 
Major  Professor:  Dr.  Shahram  Pezeshk 

Akihiko  Yoshikawa  -  Department  of  Chemistry 

BE.,  1987,  Osaka  University 

M.E.,  1989,  Osaka  University 

Dissertation:  "Methane  Activation  by  Mercury  Complexes" 

Major  Professor:  Dr. Thomas  R.  Cundari 
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GRADUATE  DEGREES  IN  ARTS  AND  SCIENCES 

MASTER  OF  ARTS 

The  candidates  for  this  degree  have  majored  in  anthropology,  criminal  justice, 
English,  geography,  history,  philosophy,  political  science,  romance  languages,  school 
psychology,  or  sociology. 


Robert  Brian  Athow 

B.A.,  1996,  Lambuth  University 

Harvey  W.  Blaylock 
B.A.,  1996,The  University  of 
Memphis 

Shelley  R.  Brown 
B.A.,  1994,The  University  of 
Memphis 

Dorothy  Louise  Bryant 
B.A.,  1996,The  University  of' 
Memphis 

Bridgette  Burge 

B.A.,  1995,  Rhodes  College 

Jesse  Frank  Bynum 
A.A.,  1992,  Jackson  State 

Community  College 
B.S.,  1996,The  University  of 

Memphis 

Joy  Rucker  Clements 
B.S.,  1994, The  University  of 
Tennessee  at  Chattanooga 

Mary  Kavanagh  Dando 
B.A.,  1992,  Memphis  State 

University 
B.A.,  1997,  University  of  Dublin 

William  Shields  Davie 

B.A.,  1988,  Union  University 

Sheri  LaDon  Dennis 

B.A.,  1993,  Spelman  College 


William  Carder  Fields,  Jr. 
A.A.,  1992,  Miramar  College 
B.A.,  1995, The  University  of 
Memphis 

Deborah  V.  Gibson 
B.A.,  1996,  Regents  College  of 
New  York 

Preston  Bethea  Hardy,  Jr. 
B.A.,  1996,The  University  of 
Memphis 

Daniel  Scott  Harper 

B.A.,  1991,  Rhodes  College 

Holly  Reed  Harrison 
B.A.,  1995, The  University  of 
Arkansas  at  Fayetteville 

Jane  Hill 

B.A.,  1987, The  University  of 
Mississippi 

Roy  Winston  Hopper 
B.S.,  1994,The  University  of 
Tennessee  at  Martin 

Kelly  Horgan 

B.A.,  1997,  St.  Olaf  College 

Pamela  Leigh  Jones 
B.A.,  1990, The  University  of 
West  Florida 


Jennifer  Williams  Key 
B.A.,  1995,The  University  of 
Memphis 

John  M.  Kim 

B.A.,  1997,  Pennsylvania  State 
University 

Thomas  Duncan  Neeley 
B.A.,  1990,  Auburn  University 

Mavis  Catherine  Negroni- 

Foosaner 
B.A.,  1975,  Ohio  Wesleyan 

University 

Kevin  Robert  Nienhuis 
B.A.,  1995,  Hope  College 

Connie  Oxford 

B.A.,  1992,The  University  of 

Georgia 
M.A.,  1997,The  University  of 

Memphis 

Jeremy  Dae  Paden 

B.A.,  1996,  Harding  University 

William  Isaac  Reiff 
A.A.,  1985,  Skagit  Valley  College 
B.A.,  1992,  Memphis  State 
University 

Cece  Lynn  Reinhardt 
B.A.,  1994,  Rhodes  College 

Serge  Nicholas  Samaha 
B.A.,  1997,The  University  of 
Memphis 


Stephen  Cletus  Smith 
B.A.,  1989,  Memphis  State 
University 

Kathleen  Stevens 
B.S.,  1996,The  University  of 
Memphis 

Alejandra  Travi-Lejwa 
B.A.,  1995, The  University  of 
Belgrano 

Bernard  D.Walker 
B.A.,  1996,The  University  of 
Memphis 

Lauren  Elizabeth  Weis 
B.A.,  1996,  Salisbury  State 
University 

Donna  R.Widener 

B.S.,  1976,  Central  Michigan 

University 
M.A.,  1978,  Central  Michigan 

University 

David  Gordon  Wilson 

B.A.,  1973,The  University  of 

Missouri  at  Columbia 
M.A.,  1984,The  University  of 

Kansas 
M.Ph.,  1986,The  University  of 

Kansas 
Ph.D.,  1988,The  University  of 

Kansas 
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MASTER  OF  CITY  AND  REGIONAL  PLANNING 


The  candidates  for  this  degree  have  placed  emphasis  on  areas  of  study  such  as 
land  use  and  transportation  planning,  land  use  regulations  or  urban  design. 


Thomas  O.  Chamberlain 
B.S.,  1993,  Indiana  University 

Daniel  Joseph  Frazier 
B.S.,  1994,The  University  of 
Memphis 


Sean  Christopher  Isham 
B.A.,  1993,  Memphis  State 
University 

Brian  James  Kuehndorf 
B.Arch.,  1995,  Mississippi  State 
University 


Michael  Louis  Prevost 
B.Arch.,  1981,  Mississippi  State 
University 

Sridhar  S.  Sunkara 
B.Arch.,  1995,Andhra 
University 


Brian  McVeyTilton 
B.S.,  1992,  Kansas  State 
University 

William  Dunlap  Veazey 
B.A.,  1992,  Pennsylvania  State 
University 


MASTER  OF  HEALTH  ADMINISTRATION 


The  candidates  for  this  degree  have  majored  in  health  administration. 


Phillip  Blane 

B.A.,  1992,  Syracuse  University 

Susan  L.  Bonifield 

B.S.,  1995, The  University  of  Mississippi 

B.A.,  1995, The  University  of  Mississippi 

Allyson  Morgan  Dyer 

B.B.A.,  1992, The  University  of  Mississippi 


Paul  A.  Holmes 

B.S.,  1994, The  University  of  Memphis 

Robyn  Schupre  Middlebrooks 
B.S.N.,  1989, The  University  ofTennessee  at 
Chattanooga 

Jon  Robert  Moultrie 

B.S.,  1996,  David  Lipscomb  University 


Karen  Michelle  Rhodes 

B.S.,  1995,  Christian  Brothers  University 

Sanjay  Suri 

B.S.,  1991,  University  of  Rajasthan 

D.N.D.,  1994,  University  of  Madras 


MASTER  OF  PUBLIC  ADMINISTRATION 

The  candidates  for  this  degree  have  majored  in  public  administration  in  the  areas 
of  general  public  administration,  health  service  administration,  human  resources 
administration  or  urban  management  and  planning. 


Katherine  Lee  Herring-Snider 
B.S.,  1992, The  University  of  Maryland  at 
College  Park 


Heather  Lynn  Payne 

B.A.,  1995, The  LJniversity  of  Memphis 


Jacqueline  Avers  Williamson 

B.B.A.,  1985,  Memphis  State  University 
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MASTER  OF  SCIENCE 

The  candidates  for  this  degree  have  majored  in  biology,  chemistry,  geography, 
geological  sciences,  physics,  psychology,  or  mathematical  sciences. 


Adam  S.Anderson 

B.S.,  1995,  Brigham  Young  University 

Christopher  Edward  Brown 

A.S.,  1991,  Christian  Brothers  University 

B.S.,  1993,  Christian  Brothers  University 

Claudio  Cantalupo 

B.A.,  1993, The  University  of  Padua 

Philip  Joseph  Davis,  III 
B.S.,  1996,  Millsaps  College 

Jun  Deng 

B.S.,  1993,  Lanzhou  University 

Scott  L.  Dodson 

B.S.,  1989,  Memphis  State  University 

Cedric  Nahtal  Doolittle 
B.S.,  1996, The  University  of  Arkansas  at 
Pine  Bluff 

Deborah  Eddy 

B.A.,  199 5, The  University  of  St. Thomas 

Beata  Katarzyna  Glogowski-Kawamoto 
B.A.,  1993,  Boston  University 

Hideko  Hamada 

B.A.,  1985,  Kansai  Gaidai  University 

Kristine  Louise  Harrington 

B.S.,  1981,  Christian  Brothers  College 

Qunlu  He 

B.S.,  1986,  Peking  University 

M.S.,  1993,  Peking  University 

German  J.  Hernandez 

B.S.,  1991,  Universidad  Nacional  de 

Colombia 
M.S.,  1996,  Universidad  Nacional  de 

Colombia 

David  Corbett  Holliman 

B.S.,  1991,  Louisiana  State  University 

B.S.,  1997, The  University  of  Memphis 


Yuxiao  Hou 

M.D.,  1994,  Hunan  Medical  University 

Chula  Janaka  Jayawardene 

B.S.,  1985, The  University  of  Colombo 

M.S.,  1991, The  Ohio  State  University 

Richard  David  Jones 

B.A.,  1973,  LeMoyne-Owen  College 

M.A.T.,  1996, The  University  of  Memphis 

Khalid  S.  Khouri 

B.S.,  1984,BirZeit  University 

M.S.,  1988, Alabama  State  University 

Kristen  E.  Link 

B.S.,  1996,  Xavier  University 

Lihong  Liu 

B.E.,  1990,Tianjin  University 

M.E.,  1993,Tianjin  University 

Yaping  Liu 

B.S.,  1987,  Shanghai  University  of 

Science  and  Technology 
M.S.,  1990,  Shanghai  University  of 

Science  and  Technology 

Minchu  Mo 

B.S.,  1992,Tongji  University 

M.S.,  1998,The  University  of  Memphis 

Abdur  Raafay  Mohammed 
B.E.,  1995,  Osmania  University 

Sean  A.  Nix 

B.S.,  1997, The  University  of  Memphis 

Wu  San  Pan 

B.S.,  1983, Tianjin  Technological  Institute 

Wendy  Elaine  Davis  Quinton 

B.A.,  1994,  Christian  Brothers  University 


Robert  Leander  Rutschman 
B.A.,  1993,  Rhodes  College 

Kabita  Sahoo 

B.S.,  1988,  Sambalpur  University 

M.S.,  1990,  Sambalpur  University 

Sheetal  M.  Shetty 

B.Pharm.,  1994,  Bombay  College  of 
Pharmacy 

Randelon  D.  Smith 

B.S.,  1993,  Southern  University 

Andrew  L.TenBrink 

B.S.,  1996,  Western  Michigan  University 

Julia  Anne  Thomas 

B.A.,  1994,  Shepherd  College 

Kelly  Pledger  Weeks 
B.A.,  1992,  Rhodes  College 

Raymond  Matthew  Weeks 

B.S.,  1996,  Kentucky  Wesleyan  College 

Carolyn  Frances  Winfield 
B.S.,  1987,  Florida  State  University 
B.A.,  1996,The  University  of  South 
Florida 

JaSina  Camille  Winton 

B.S.,  1997,The  University  of  Memphis 

Hongyu  Xu 

B.S.,  1989,  Sichuan  University 

Congjun  Yang 

B.S.,  1986,  Chengdu  University  of 

Science  and  Technology 
M.S.,  1989,  Xiamen  University 

Jiping  Zhang 

B.S.,  1985,Tongji  University 

Ying  Zhang 

B.S.,  1986,Tongji  University 
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GRADUATE  DEGREES  IN  BUSINESS  AND  ECONOMICS 


MASTER  OF  BUSINESS  ADMINISTRATION 

The  candidates  for  this  degree  have  majored  in  business  administration  in  the 
areas  of  accounting;  economics;  finance,  insurance  and  real  estate;  management, 
management  science  and  operations  management;  marketing;  law;  the  executive 
program;  management  information  systems,  or  international  business. 


Taner  Akbulut 
B.S.,  1994,  Dokuz  Eylul 
University 

William  Joseph  Aquadro,  Jr. 
B.S.,  1978,  Memphis  State 
University 

Sterritt  Lee  Armstrong 
B.S.,  1990, The  United  States 
Military  Academy 

Suparath  Aruntanayothin 
B.S.,  1993,Thammasat 
University 

Adwitiya  Balyan 

B.Sc,  1995,  Osmania  University 

Margaret  Anne  Bell 
B.B.A.,  1978,  Memphis  State 
University 

Michael  Wayne  Cherry 
B.B.A.,  1992,  Memphis  State 
University 

Shawn  Michael  Cochran 
B.B.A.,  1996,The  University  of 
Memphis 

Jess  Avery  Cole,  III 
B.S.,  1996,The  University  of 
North  Alabama 

Carma  Anita  Cowan 
B.S.,  1996,  Louisiana  Tech 
University 

Scott  Brian  Ellis 
B.S.M.E.,  1994,  Oklahoma  State 
University 

Christian  M.  Ensley 
B.S.,  1994,  Christian  Brothers 
University 


Supriya  Fadia 

B.A.,  1993,  University  of 

Bombay 
M.A.,  1995,  University  of 

Bombay 

Darrell  G.  Fancher 
B.A.,  1993,  Michigan  State 
University 

Robert  Edward  Faust 
B.B.A.,  1995,  Cleveland  State 
University 

Donghui  Fu 

B.S.,  1983,  Beijing  University 
M.S.,  1995, The  University  of 
Memphis 

Leland  P  Gavin 
B.S.E.E.,  1992,  Memphis  State 
University 

Didier  Gnahoua 
B.S.,  1997, Arkansas  State 
University 

Janice  Rene  Greer 

B.A.,  1979,  Rhodes  College 

Ravi  K.  Prabhu  Gudla 
B.A.,  1994,Andhra  University 
M.A.,  1996,  Central  University 
of  Hyderabad 

Gustavo  J.  Gutierrez 
B.S.M.E.,  1984,  Universidad  del 
Zulia 

Lisa  Meadors  Hale 
B.B.A.,  1988,  Memphis  State 
University 

John  D.  Hockaday 
B.S.M.E.,  1989,  Memphis  State 
University 


Clint  Alan  Honeycutt 
B.S.E.E.,  1992,  North  Carolina 
State  University 

Lawrence  Jeffrey  Hume 
B.B.A.,  1984,  Memphis  State 
University 

Geneva  Crawford  Jackson 
B.B.A.,  1995,The  University  of 
Mississippi 

Benjamin  A.  Knighten 

B.S.,  1994, Auburn  University 

Lawrence  Koglin 
B.S.B.A.,  1989,  Southeast 

Missouri  State  University 

Qian  Li 

B.S.,  1991,  China  University  of 

Science  and  Technology 
M.S.,  1996,The  University  of 

Memphis 

Cheng  Sen  Lim 

B.S.,  1996,  Iowa  State  University 

Ruixing  Liu 

B.S.,  1996,Bethune-Cookman 
College 

Abigail  Martha  Markward 
B.A.,  1993,  Rhodes  College 

Mary  Clark  McCrory 
B.B.A.,  1996,  The  University  of 
Memphis 

Lindsay  Campbell  McGhee 
B.B.A.,  1997,  The  University  of 
Memphis 

Sarah  Heinrich  Menzer 
B.A.,  1992,  Rhodes  College 


Vijay  J.  Naik 

B.S.,  1995,  Southwestern 

Oklahoma  State  University 

Richard  Alton  Norris,  II 
B.B.A.,  1996,The  University  of 
Memphis 

Kathy  D.  Owens 
B.I.E.,  1993,  Georgia  Institute  of 
Technology 

Hsin-Yi  Pao 
B.A.,  1995,  Providence 
University 

Tony  Gregory  Pinson 
B.S.M.E.,  1986,  Memphis  State 

University 
M.S.,  1989,  Memphis  State 

University 

Carl  Michel  Radecke 

B.S.,  1983, The  University  of 

Maryland  at  College  Park 
B.S.,  1990, The  University  of 

Maryland  at  College  Park 

Woraporn  Rattanasampan 
B.S.,1995,Chulalongkorn 
University 

John  A.  Richardson 

B.E.,  1993,Vanderbilt  University 

Robert  M.  Robinson,  IV 
B.S.,  1993,  Mississippi  State 
University 

Lloyd  Louis  Schuman 
B.B.A.,  1996,The  University  of 
Memphis 

Sheila  Vipin  Shah 
B.B.A.,  1996,The  University  of 
Memphis 


15 


MASTER  OF  BUSINESS  ADMINISTRATION  (continued) 


Roger  Alan  Shubkagel 
B.S.,  1994, The  University  of  Missouri  at 
Kansas  City 

Rhonda  Fay  Smith 

B.S.I.E.,  1992, The  University  ofTennessee 
at  Knoxville 

Lesley  Jean  Spoor 

B.B.A.,  1994,  Memphis  State  University 

John  A.  Stoever 

B.S.IA.,  1971,  Iowa  State  University 

B.S.BA.,  1976,The  University  of  Denver 


Jinyu  Sun 

B.S.,  1991,  Harbin  Institute  of  Shipping 

Technology 
M.S.,  1994,The  University  of  Memphis 

Darrell  Lee  Swartz 

B.A.,  1995,  Michigan  State  University 

Spiros  D.Tsitsonis 

B.S.E.E.,  1991, The  University  of  Colorado 

John  Ladrew  Whittington 
B.S.,  199 5, The  University  ofTennessee  at 
Knoxville 

James  Michael  Wilkinson,  Jr. 

B.B.A.,  1996,The  University  of  Memphis 


Calvin  Allan  Williams 

B.S.M.E.,  1976,  Memphis  State  University 

Danielle  Marie  Woodlief 

B.B.A.,  1995, The  University  of  Memphis 

Izzet  Hakan  Yaren 

B.S.,  1994,  Istanbul  Technical  University 

M.S.,  1996,  Istanbul  Technical  University 

Thawat  Yingdumrong 

B.B.A.,  1995, Assumption  University 

Lijing  Zhang 

B.S.,  1985,  Nankai  University 

M.S.,  1993,  City  College  of  New  York 


MASTER  OF  SCIENCE 


The  candidates  for  this  degree  have  majored  in  accounting,  or  business 
administration  in  the  areas  of  finance,  insurance,  and  real  estate;  management; 
marketing;  real  estate  development  or  management  information  systems. 


John  Charles  Bailey 

B.B.A.,  1997,The  University  of  Memphis 

Abhijit  Bhattacharjee 

B.S.,  1986,Tamilnada  College  of  Engineering 

M.S.,  1989,Tamilnada  College  of  Engineering 

Kwang  Duck  Choi 

B.S.,  1992,  Pukyung  University 

M.S.,  1994,  Pukyung  University 

Cecelia  Rose  Christensen 

B.B.A.,  1990,  Memphis  State  University 

Lori  Ann  Christiansen 

B.B.A.,  1993,  Memphis  State  University 

Kenny  A.  Creed 

B.B.A.,  1987,  Memphis  State  University 
M.B.A.,  1993,  California  State  University 
at  Bakersfield 

Harish  Kumar  Dahima 

B.E.,  1992,  Sri  Krishna  Devaraya  University 

Deborah  Ann  Daneman 

B.B.A.,  1989,  Memphis  State  University 

Shuli  Ding 

B.M.,  1989,  Beijing  University 

M.S.,  1992,  Peking  Union  Medical  College 


Karen  Comer  Fox 

B.S.,  1985,  Memphis  State  University 

Thomas  Lisle  Guffin 

B.S.,  1973,  Auburn  University 

Wichai  Jarasrattanapaiboon 

B.S.,  1994,  Chulalongkorn  University 

M.B.A.,  1995,The  University  of  New  Orleans 

Tarit  Limpornpugdee 

B.B.A.,  1995,  Chulalongkorn  University 

Robert  F.  Lowry 

B.S.,  1976,  Memphis  State  University 

John  David  Mann 

B.S.B.A.,  1976,  Christian  Brothers  College 

M.B.A.,  1977,  Memphis  State  University 

Vasudevan  Mudambi 

B.S.,  1987,  Osmania  University 

M.S.,  1989,Aligash  Muslim  University 

Joseph  Roy  Namie 

B.B.A.,  1974,  Northeast  Louisiana  University 

Jun  Pan 

B.S.,  1990,  Hangzhou  University 
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Joseph  L.  Steffner 

B.A.,  1983, The  University  ofTennessee  at 

Knoxville 
M.B.A.,  1996, The  University  of  Memphis 

Magenderan  Subramanian 

B.S.,  1993, Arkansas  State  University 

M.B.A.,  1994, Arkansas  State  University 

Bradley  Nicholas  Terhune 
B.A.,  1995,  Rhodes  College 

Handojo  Tjiong 

B.A.,  1989,  Satya  Wacana  Christian  University 

M.B.A.,  1995, The  University  of  Memphis 

Sanjeev  M.Vyavahare 

B.A.,  1988,  University  of  Poona 

M.B.A.,  1996, The  University  of  Mississippi 

PingWu 

B.S.,  1984,  Hubei  Medical  University 

M.S.,  1989,Wuhan  Medical  University 

JieXu 

B.A.,  1990,  Beijing  Normal  University 

M.A.,  1994,The  University  of  South  Florida 

Weidong  Xu 

LL.B.,  1990,  Beijing  College  of  Economics 

M.A.,  1997, The  University  of  Memphis 


GRADUATE  DEGREES  IN  COMMUNICATION  AND  FINE  ARTS 


MASTER  OF  ARTS 


The  candidates 
journalism. 


for  this  degree  have  majored  in  art  history,  communication  or 


Sally  Bennett  Bell 

B.A.,  1994,The  University  of  Kentucky 

Laura  Jean  Miller  Colyott 
B.A.,  1996,  Millsaps  College 

Cherie  Michelle  Cooley 
B.A.,  1993,  North  Carolina  A  &T  State 
University 

Peter  James  Curtis 

B.A.,  1991,Villanova  University 

Georgios  Filiopoulos 

B.A.,  1994,  Kansas  State  University 

Vicky  Suzanne  Flores 

BA.,  1997, The  University  of  Memphis 


Crystal  Eugenia  Harper 
B.A.,  1994, Trinity  College 

William  Ray  Harris 

B.A.,  1993,  David  Lipscomb  LJniversity 

Kristin  Wilson  Kitchen 
B.B.A.,  1978,  Memphis  State  University 
M.S.S.W,  1996,The  University  of 
Tennessee  at  Memphis 

Olivia  Arrington  Miller 

B.S.,  1975, Auburn  University 

MaryTherese  Radford 

B.A.,  1995, The  University  of  Memphis 


Cynthia  Smithers  Runions 
BA.,  1991, The  University  of  Tennessee 
at  Knoxville 

Susan  McLain  Sullivan 
B.A.,  1983,  George  Washington 
University 

Toni  Walker  Terrett 

B.S.,  1996,Tougaloo  College 

Mary  Anna  Watson 

B.A.,  1995, The  University  of  Mississippi 

Jonathan  A.  Weems 

B.A.,  1992,  Henderson  State  University 

M.A.,  1996, The  University  of  Memphis 
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MASTER  OF  FINE  ARTS 


The  candidates  for  this  degree  have  majored  in  art  or  theatre. 


Kathleen  Kondilas  Franks 

B.F.A.,  1994,The  University  of  Memphis 


Susan  C.  Holland 

B.A.,  1995, Aquinas  College 

M.A.,  1996, Arkansas  State  University 


MASTER  OF  MUSIC 

The  candidates  for  this  degree  have  concentrated  in  performance,  music  history 
Orff  Schulwerk,  sacred  music,  pedagogy,  music  education,  or  jazz  and  studio  music. 


Stephen  Holley 

B.M.,  1995, The  University  of  Memphis 


Emanuel  Serra 

B.M.,  1993,  Dalhousie  University 
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GRADUATE  DEGREES  IN  EDUCATION 

EDUCATION  SPECIALIST 

The  candidates  for  this  degree  have  placed  emphasis  on  such  areas  of  study  as 
instruction  and  curriculum  leadership,  leadership  and  policy  studies,  higher  and 
adult  education,  counseling  and  personnel  services,  or  educational  psychology  and 
research. 


Nancy  M. Foshee 

B.S.,  1975,  Memphis  State  University 

M.Ed.,  1991,  Memphis  State  University 


Donna  Myers  Lane 

B.S.,  1989,  Lambuth  College 

M.S.,  1992,  Memphis  State  University 


MASTER  OF  ARTS  IN  TEACHING 


The  candidates  for  this  degree  have  majored  in  instruction  and  curriculum 
leadership  with  emphasis  in  areas  of  early  childhood  education,  elementary 
education,  secondary  education,  or  special  education. 


Lisa  Alexander 
B.S.,  1991,  Memphis  State 
University 

Dana  Lynn  Baker 
B.S.,  1986,  Christian  Brothers 
College 

Courtney  Snider  Bowman 
B.B.A.,  1990,  Memphis  State 
University 

Jay  D.  Brittingham 

B.S.,  1982,Crichton  College 


Carl  Edgar  Brown 

B.S.E.T,  1979,  Memphis  State 

University 
B.A.,  1994,The  University  of 

Memphis 

Holly  M.  Brown 
B.B.A.,  1987,  Middle  Tennessee 
State  University 

Jean  Bartlett  Callahan 
A.A.,  1973,Porterville 

Community  College 
B.A.,  1975,  San  Jose  State 

University 


Monica  Sharliese  Collier 
B.S.,  1994, The  University  of 
Memphis 

Cheryl  Kay  Brannon  Crews 
B.B.A.,  1984,  Memphis  State 
University 

Diane  G.  DeBuse 
B.S.,  1981,  Memphis  State 
University 

Tanya  Bynum  Dolman 

B.S.,  1993,  Dillard  University 


Nikki  Lynn  Erickson 
B.S.Ed.,  1995, The  University  of 
Memphis 

David  Anthony  Gantner 
B.S.B.A.,  1986,The  University 
of  Tennessee  at  Martin 

Martha  Louisa  Goldsby 
B.P.S.,  1995,The  University  of 
Memphis 

Jennifer  L.  Goodnight 
B.S.,  1988,  Delta  State 
University 
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MASTER  OF  ARTS  IN  TEACHING  (continued) 


Audria  Leigh  Guess 
B.S.H.E.,  1992,  Memphis  State 
University 

Jeris  Harrell  Hamm 
B.S.B.A.,  1982, The  University 
of  Alabama  at  Huntsville 

Lisa  Pounds  Harbin 
B.A.,  1990,  Memphis  State 
University 

Susan  Riikola  Hines 
B.S.,  1991, The  University  of 
Tennessee  at  Knoxville 

James  Taylor  Horton,  III 
B.A.,  1993,  Memphis  State 
University 

Kelli  Pettyjohn  Johns 
B.A,  1992,  Memphis  State 
University 

Kim  C.Jones 
B.S.,  1992,  Memphis  State 
University 

Daniel  Kelly 

B.A.,  1995,  Rhodes  College 

Alfreda  Kizer 

B.S.BA.,  1989,The  University 
of  Southern  Mississippi 


Melissa  D.  Lovell 
B.S.,  1986, Arkansas  State 
University 

Amy  Rebecca  McDonald 
B.A.,  1995, Auburn  University 

Robert  Lee  Miller 
B.M.,  1995, The  University  of 
Memphis 

Othella  Sawyer  Murria 
B.S.,  1976,  Lincoln  University 
M.S.,  1981, The  University  of 
Missouri  at  Columbia 

David  William  Ogdon 
B.S.,  1976,  University  of  Central 
Arkansas 

Andrew  Patrick  Palazola 
B.A.,  1994,The  University  of 
Memphis 

Corinne  R.  Parker 
B.A.,  1994,The  University  of 
the  South 

Doreen  S.  Penrod 
B.S.,  1994, Technical  University 
of  Berlin 


Mary  Kathryn  Post 
B.S.,  1977,  East  Central 

University 
M.B.A.,  1982,  Central  State 

University 

Graham  Latimer  Prentiss 
B.S.,  1975, The  University  of 
Tennessee  at  Knoxville 

Jason  Todd  Reed 

B.A.,  1993, The  University  of 

Tennessee  at  Martin 
M.M.C.,  1995,The  University  of 

South  Carolina 

Theresa  Lourdes  Rodriguez 
B.A.,  1986,  Lambuth  University 

Gwendolyn  Lee  Sargent 
B.A.,  1989,  Auburn  University 

Jennifer  Mullen  Schneider 
B.S.,  1991,  Baylor  University 

Dorann  Mah  Simmons 
B.B.A.,  1992, The  University  of 
Mississippi 

Charmayne  Lajoyce  Smith 
A.A.S.,  1989,  Shelby  State 

Community  College 
B.S.,  1993,  Memphis  State 

University 


Jeremy  C.  Smith 
B.A.,  1994,The  University  of 
Memphis 

Mille  Provenza  Smith 
B.A.,  1977,The  University  of 
Southwestern  Louisiana 

Gerald  L.  Socha 

B.S.,  1980,The  University  of 

Wisconsin  at  La  Crosse 
M.B.A.,  1989,  Oregon  State 

University 

Diane  E.  Stripe 
B.F.A.,  1980,  Kent  State 
University 

Erika  Sugarmon 

B.B.A.,  1990,  Memphis  State 

University 
M.PA.,  1994,The  University  of 

Memphis 

Marianne  Y.  Walsh 
B.A.,  1980,  Memphis  State 
University 

David  Arch  Young 
B.S.,  1975,  Memphis  State 
University 
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MASTER  OF  SCIENCE 

The  candidates  for  this  degree  have  majored  in  the  areas  of  consumer  science 
and  education,  clinical  nutrition,  counseling  and  personnel  services,  educational 
psychology  and  research,  instruction  and  curriculum  leadership,  human  movement 
science,  or  leadership  and  policy  studies. 


Sandra  Lynne  Hagen  Ansert 
A.S.,  1966,  Southwestern 

College 
B.A.,  1973,  San  Diego  State 

University 

Emily  Black  Barbee 

B.A.,  1982,Spelman  College 

Kimberly  V  Beare 

B.S.,  1992,  Union  University 

Jacquelyn  Denita  Boyce 
A.S.,  1978,  Shelby  State 

Community  College 
B.B.A.,  1983,  LeMoyne-Owen 

College 
J.D.,  1987,  Southern  University 

Lisa  Margaret  Bratton 
BA.Ed.,  1997,  MUlsaps  College 

Richard  L.  Brenneman,  Jr. 
B.A.,  1996, The  University  of 
Texas  at  Arlington 

Carol  I.  Claassen 

A. A.,  1980,  University  of 

LaVerne 
B.S.,  1993,  Brenau  University 
M.B.A.,  1998,  Brenau  University 

Melissa  Suzanne  Cole 
B.S.Ed.,  1991,  Memphis  State 
University 


Alisha  Nicole  Coleman-Kiner 

B.S.,  1991, The  University  of 

Tennessee  at  Martin 

Elizabeth  Dotstry  Cummings 
B.P.S.,  1994,  Memphis  State 
University 

Sharon  Anne  Cummings 
B.A.,  1991,  Memphis  State 
University 

Shawn  Michael  Dee 
B.S.,  1996,The  University  of 
Tennessee  at  Knoxville 

Belinda  J.  Dickson 
B.A.,  1991,  Memphis  State 
University 

Donna  L.  Frahn 

B.S.,  1994,  Lambuth  University 

Laura  D.  Goe 

B.A.,  1994,The  University  of 
California  at  San  Diego 

Robert  Browning  Grant 
B.S.,  1993,The  University  of 
Tennessee  at  Knoxville 

Andrea  Wood  Groth 

B.A.,  1987, Trinity  University 

Margaret  Lorraine  Hall 
B.S.Ed.,  1972,  Memphis  State 
University 


Pamela  A.  Hall 

B.S.Ed.,  1989,  Memphis  State 
University 

Edward  Eugene  Harper 
B.S.,  1981,  Philander  Smith 
College 

Polly  Lynn  Harris 
B.S.Ed.,  1997,The  University  of 
Memphis 

Leslie  Hendry  Holm 

B.A.,  1982,  Stephens  College 

LeAnne  Marie  Secrest  Istvanko 
B.S.Ed.,  1993,  Memphis  State 
University 

Jennifer  Anne  Jackson 
B.S.Ed.,  1993,  Memphis  State 
University 

Scott  Allen  Johansen 
B.S.,  1976,The  University  of 
Utah 

Carol  Johnson 
B.S.Ed.,  1974,  Edinboro 

University  of  Pennsylvania 

Jean  E.Johnson 
B.S.Ed.,  1996,The  University  of 
Memphis 

Lee  Ann  Krause 
B.A.,  1995,  Delta  State 
University 


Shirla  J.  Kreilich 
B.E.S.,  1994, The  University  of 
Missouri  at  Columbia 

John  Duncan  Langdon 
B.A.,  1996,  Rhodes  College 

Amanda  Lewis 
B.S.Ed.,  1991,  Memphis  State 
University 

Steven  R.  Loomis 
B.S.Ed.,  1994,  Southeast 

Missouri  State  University 

Eulanda  Carnes  Lopez 
B.A.,  1995,  The  University  of 
Memphis 

Margaret  Benton  Mann 
B.S.Ed.,  1997,  Mississippi  State 
University 

Tara  Lyn  Marton 
B.A.,  1996,The  University  of 
Memphis 

Brenda  Margaret  Mattix 
B.S.,  1986,  Freed-Hardeman 
University 

Lashelle  Turner  McCarley 
B.A.,  1985,  Memphis  State 
University 

LeRoy  McClain,  III 
B.S.,  1977, Alcorn  State 
University 
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MASTER  OF  SCIENCE  (continued) 


Thomas  Joseph  McClellan 
B.S.,  1994,The  University  of 
Maine 

Elisa  Nannette  McKelvy 
B.S.,  1996,  Middle  Tennessee 
State  University 

Bonnie  McLain-Allen 
B.L.S.,  1995,The  University  of 
Memphis 

Bridgette  Jana  Mercer 
B.S.,  1995,  Middle  Tennessee 
State  University 

Belinda  Treat  Newcomer 
A.B.T.,  1986,  Rose  State  College 
B.A.,  1989,The  University  of 
Oklahoma 

Suzanne  Hayden  Newsom 
B.S.Ed.,  1984,  Memphis  State 
University 


Barbara  Gay  Parker 
B.P.S.,  1995,The  University  of 
Memphis 

Jamie  Ray  Pettit 
B.S.,  1996, Tennessee 

Technological  University 

Karen  B.  Rainey 

B.A.,  1992,Belhaven  College 

Sylvia  Mariah  Rhodes 
B.S.Ed.,  1991,  Memphis  State 
University 

Faith  Lea  Richmond 
B.A.,  1986,  Mississippi  State 
University 

Robert  K.  Robinson 
B.S.W,  1996,The  University  of 
Memphis 


Matthew  Alan  Sandler 
B.S.,  1996,Tulane  University 

Timetria  Nichole  Saulsberry 
B.A.,  1997,  Emory  University 

Marilynn  Seward-Eblen 
B.F.A.,  1985, The  University  of 

Tennessee  at  Knoxville 
B.S.Ed.,  1988,The  University  of 

Tennessee  at  Knoxville 

Lisa  N.  Stevens 
B.B.A.,  1979,  Memphis  State 
University 

Angela  Robinson  Thomason 
B.A.,  1985,  Memphis  State 
University 

Judith  Ann  Thomson 
B.S.,  I960,  Memphis  State 
University 


Kristin  L.Vanarsdall 
B.A.,  1993,  Kean  College  of 
New  Jersey 

Marcia  Cecil  Wesche 
B.S.Ed.,  1971,  Memphis  State 
University 

Joli  Angela  Williams 
B.A.,  1992,  Pitzer  College 

Laura  Beth  Wilson 
B.A.,  1989,  Memphis  State 
University 

Roberta  E.Winston 

B.S.,  1991,  College  of  St.  Francis 

Kelly  Oliphant  Wise 
B.S.,  1994,  Memphis  State 
University 

Patricia  Woodman 

B.A.,  1992, American  University 
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GRADUATE  DEGREES  IN  ENGINEERING 

MASTER  OF  SCIENCE 

The  candidates  for  this  degree  have  majored  in  civil  engineering,  electrical 
engineering,  industrial  &  systems  engineering,  biomedical  engineering,  mechanical 
engineering  or  engineering  technology. 


Reidar  Saito  Aamotsbakken 
B.S.,  1996,  Middle  Tennessee  State 
University 

Ananda  Bastola 

B.E.,  1993,Malviya  Regional  Engineering 
College 

Mukesh  Chaudhary 
B.E.,  1995,  Maulana  Azad  College  of 
Technology 

Rodney  J.  Conger 
B.S.C.E.,  1996,The  University  of 
Memphis 

Thomas  Joseph  Lynch  Griffin 

B.S.M.E.,  1991,  Memphis  State  University 

Kaamlesh  Harwani 

B.E.,  1994,  North  Gujarat  University 

Smitha  Jammi 

B.E.,  1996,  Osmania  University 


Jifei  Li 

B.S.,  1983,  Chongking  Institute  of 
Communication 

Jing  Liu 

B.E.,  1986,  Beijing  Polytechnic  University 

Sunil  Kumar  Maruvada 
B.T.,  1993,  Orissa  University 

Jaweed  Mohammed 

BE.,  1995,  Osmania  University 

Vani  Narasimhan 

B.S.,  1994,  Jamshedpur  Ranchi  University 

Dilip  Pullela 

B.E.,  1997,  Osmania  University 

Paul  Andrew  Schwartz 
B.S.M.E.,  1991,  Christian  Brothers 
University 

Arvinder  Singh 

B.E.,  1995,Gulbarga  LIniversity 


Ravi  Chander  Singh 

B.E.,  1995,  Osmania  University 

Polkrit  Siriphanupong 

B.E.,  1996,  Chulalongkorn  University 

Clifford  James  Smith 
B.S.C.E.,  1992,  Christian  Brothers 
University 

Jeffrey  Cliff  Stewart 

A.S.,  1990,  State  Technical  Institute  at 

Memphis 
B.S.M.E.,  1993,  Memphis  State  University 

Madhusudhana  Reddy  Thiruvuri 

B.T.,  1994,  Sri  Venkateswara  University 

Shashidhar  Varma  Vegesna 
B.E.,  1996,  Osmania  University 

Jun  Xie 

B.S.,  1991,  Zhengzhou  Institute  of 
Technology 

Subodh  BhaskarYawalkar 
B.S.,  1991,Amravati  University 
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THE  SCHOOL  OF  AUDIOLOGY  AND 
SPEECH-LANGUAGE  PATHOLOGY 

Dean  Maurice  I.  Mendel,  Ph.D. 

The  School  of  Audiology  and  Speech-Language  Pathology  provides  students  with  the 
fundamentals  of  communication  processes  and  disorders  that  provoke  critical  thinking  and  problem 
solving.  At  the  master's  level,  the  program  places  emphasis  upon  theoretical  and  applied  aspects  of 
communication  disorders  that  prepare  graduates  for  service  provision  careers  within  the  field  and  for 
further  graduate  study.  At  the  doctoral  level,  the  program  emphasizes  the  theoretical  and  applied 
aspects  of  communication  disorders  that  prepare  graduates  for  academic  research  and  teaching 
positions  within  the  field  and  for  post-doctoral  graduate  study.  The  program  is  accredited  by  the 
American  Speech-Language-Hearing  Association.  We  are  proud  of  the  following  graduates: 


MASTER  OF  ARTS 


Alesia  Spain  Orr 

B.S.,  1994,  Lambuth  University 


Jennifer  Lyn  Potter 

B.S.,  1993,  Lambuth  University 


Kristine  R.  Starr 

B.S.  Ed.,  1991, The  University  of 
Georgia 


Brandy  Dianne  Taylor 

B.S.,  1995,  Union  University 

B.S.,  1996,  Lambuth  University 
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CECIL  C.  HUMPHREYS  SCHOOL  OF  LAW 

Dean  Donald  J.  Polden,  J.D. 

The  faculty  of  the  School  of  Law  is  proud  to  present  for  conferral  of  the  Juris  Doctor  degree  the 
men  and  women  who  have  successfully  met  all  of  the  requirements  for  graduation  as  established  by 
the  School  of  Law. These  graduates  are  not  only  prepared  to  enter  into  the  practice  of  law  at  this  time, 
but  they  are  prepared  for  a  lifetime  of  leadership  in  the  legal  profession. The  School  of  Law  endeavors 
to  inculcate  in  each  graduate  a  sense  of  responsibility  to  improve  the  providing  of  legal  services  to  all 
persons  and  segments  of  society.  Above  all,  the  School  of  Law  endeavors  to  impress  upon  each 
graduate  the  necessity  for  maintaining  high  ethical  standards  which  are  expected  of  lawyers  in  today's 
society.  These  graduates  are  entering  a  profession  that  is  vital  to  the  preservation  of  a  free  and 
democratic  society,  and  they  are  well  prepared  for  the  challenges  that  lie  ahead. 


Charles  Russell  Arnold 
B.S.,  Middle  Tennessee  State 
University,  1994 

Catina  LaShaye  Chew 

B.B.A.,The  University  of  Memphis,  1995 

Michael  L.  Frayser 

B.P.S.,The  University  of  Memphis,  1996 


Linda  S.  Mayer 

B.A.A.,  Central  Michigan  University,  1982 

Carma  Dennis  McGee 

B. A.,  Union  University,  1993 

Joel  Stephen  Mills 

M.P.A., Tennessee  State  LJniversity,  1994 

B.S.,Trevecca  Nazarene  University,  1991 


Eric  Scott  Hall 

B.S.,The  University  ofTennessee, 
Chattanooga,  1994 


John  W.  Myers,  II 
B.S.,The  University  ofTennessee, 
Knoxville,  1992 


Bradley  Craig  Harr 

B.S.,  University  of  Utah,  1993 

Helen  Celeste  Henry 

B.S.,  Harding  University,  1995 

Moncia  Delois  Porter  Himes 
B.S.,  Middle  Tennessee  State 
University,  1995 


Geoffrey  Kemble  Nichols 

B.S.,  University  of  Central  Florida,  1988 

B.A.,  University  of  Central  Florida,  1988 

James  Tucker  Strom 
B.S.,  University  of  Maryland, 
College  Park,  1990 
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THE  LOEWENBERG  SCHOOL  OF  NURSING 

Dean  Toni  Bargagliotti,  DNSc. 

The  primary  function  of  the  School  of  Nursing  is  to  offer  a  program  of  study  designed  to  prepare 
students  for  careers  in  professional  nursing.  As  a  part  of  a  comprehensive  university,  the  School  of 
Nursing  is  dedicated  to  the  development  of  scholarship  in  nursing  and  to  providing  services 
supportive  of  the  institutional  mission. The  School  of  Nursing  is  committed  to  the  following  purposes: 
(1)  Provide  a  curriculum  leading  to  the  degree  of  Bachelor  of  Science  in  Nursing  essential  to 
beginning  professional  practice  and  graduate  study  in  nursing;  (2)  Promote  the  intellectual,  personal 
and  professional  development  of  students  by  offering  a  curriculum  which  combines  a  strong  liberal 
education  with  the  professional  major;  (3)  Provide  a  plan  of  study  with  flexible  options  that  are 
responsive  to  the  individual  learners  needs;  (4)  Encourage  the  use  of  opportunities  available  in  a 
comprehensive  university  setting  to  foster  values,  attitudes  and  personal  qualities  essential  to  living  a 
fulfilling  life  and  comtributing  to  society;  (5)  Produce  graduates  who  demonstrate  competence  in 
conceptual,  functional  and  interpersonal  skills  basic  to  beginning  professional  nursing  practice  in  a 
variety  of  settings.  (7)  Prepare  graduates  who  assume  leadership  roles  to  effect  change  for  a  healthy 
society. The  program  is  accredited  by  the  National  League  of  Nursing. 


BACHELOR  OF  SCEENCE  IN  NURSING 

Polly  Josephine  Dorber,  summa  cum  lande 


Marcia  Alice  Bias,  magna  cum  laude 

Gina  Marie  Myrick  Cochran,  magna  cum  laude 

Jennifer  Lynn  Hindmon,  magna  cum  laude 


Rachel  Anne  Jamison,  magna  cum  laude 
Sharon  Kay  Lucus,  magna  cum  laude 


Darenda  Nicole  Page,  magna  cum  laude 
Susan  Schussler,  magna  cum  laude 


Larkin  Bridget  Bankston,  cum  laude 
Robbyn  Ruth  Barber-Anderson,  cum  laude 
Melisa  Ann  Cambre,  cum  laude 
Rachel  Elizabeth  Cotton,  cum  laude 
Jennifer  Dawn  Hopper,  cum  laude 


Angela  Dawn  Jones,  cum  laude 
Shannon  Noelle  Kelley,  cum  laude 
May  Kou  Lee,  cum  laude 
Adrian  Margaret  Oakes,  cum  laude 
Robert  Longley  Parker,  cum  laude 


Amy  Maynard  Pidgeon,  cum  laude 
Anne  Ellen  Roberson,  cum  laude 
Wesley  Anne  Scruggs,  cum  laude 
Brian  Keith  Turner,  cum  laude 
Teresa  Shanks  weaver,  cum  laude 


Amanda  Shea  Allen 
Natasha  Renee  Ball 
Sharon  Kathryn  Barnes 
Susie  Q.  Baskin 
Kevin  Lee  Beaver 
Kari  Lynn  Birmingham 
Stephanie  Leigh  Blazier 
Toni  Frances  Burton 
Jimmy  Allen  Caldwell 
Julie  Marie  Camp 
Charles  Justin  Clements 
Ashley  Beth  Cook 
Nancy  A.  Day 
Dipti  Desai 


Christine  Elizabeth  Eatherly 
Tarsha  Marie  Elliott 
Traci  Ann  Evans 
Melissa  Gayle  Ferguson 
Deborah  K.  Fisher 
Carol  Michelle  Fletcher 
Kristine  Elaine  Gable 
Christie  Lea  Gates 
Dianna  Ruth  Gibson 
Maria  Anne  Giddens 
Chandra  Renee  Graves 
Christine  Raney  Haines 
Paige  Morris  Hall 
William  David  Hancock,  Sr. 


Jean  Dalcourt  Harris 
Jennifer  S.  Harrison 
Debra  Kay  Hering 
Jaime  Lynn  Hipner 
Tonda  Rochele  Howard 
Connie  Reinhart  Hussar 
Candice  Michelle  Jennings 
Regina  West  Johnson 
Barbara  Lamberth 
Amy  Lynn  Oetzel  Lee 
Wyatt  Christian  Lee 
Susan  McMullan  Lipscomb 
Amy  R.  Madwah 
Tracy  Tauneall  Mason 


Robin  D.  Maxwell 
Elizabeth  Ann  McDonald 
Penny  Gracen  Pence 
Timothy  F.  Pogue 
KeeviaYvette  Porter 
Amanda  Renee  Rogers 
Ashley  G.  Sluder 
Christa  Burkes  Smith 
Emily  Johnson  Stewart 
Abner  Calixto  Vilches 
Lori  Bryan  Walton 
Cindy  Whitfield 
James  Kelly  Wilson 
Tonja  Marier  Wright 
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THE  UNIVERSITY  COLLEGE 

Dean  H.  Ramsey  Fowler,  Ph.D. 

As  The  University  of  Memphis' eollege  of  lifelong  learning,  University  College  works  with  students 
on  the  development  of  individualized  and  interdisciplinary  programs  and/or  with  students  whose 
schedules  and  places  of  residence  inhihit  or  prevent  them  from  completing  courses  on  the  main 
campus.  Through  Bornblum  Judaic  Studies,  it  presents  the  rich  intellectual  and  cultural  traditions  of 
the  Jewish  people  within  the  contexts  of  world  cultures.  The  Paralegal  Studies  program  offers 
baccalaureate  professional  training.  And  finally,  through  its  division  of  Baccalaureate  Programs,  it 
offers  students  the  opportunity  to  develop  and  complete  individualized  and  interdisciplinary  concen- 
trations within  the  Bachelor  of  Liberal  Studies  and  the  Bachelor  of  Professional  Studies  degrees. 


BACHELOR  OF  PROFESSIONAL  STUDIES 

Marion  Fred  Blackwelljr.,  cum  laude 
Mark  A.  Ingram,  cum  laude 
Rebecca  Sue  Neeley,  cum  laude 
Mandy  Renee  Porch,  cum  laude 
Mandy  Allison  Cox,  cum  laude 
Teressa  Anne  Evans,  cum  laude 


Rose  M.  Ballentine 
Wilma  Jean  Brown 
John  Toliver  Bruce 
Valeria  Annette  Buckley 
Regina  L.  Coleman 
Mathew  Ammon  Cothran 
Silver  DeWitt 
Jonathan  Forte  Fowler 


Staci  Burks  Gentry 
Laura  Hicks 
Phillip  Ray  Ivy,  Jr. 
Tracy  Marie  Miles 
Patricia  Ann  Neely 
Natalie  N.  Rice 
Jeffery  L.  Rome 


Bradley  D.  Schinker 

Sandra  Denise  Scott 

Roy  D.  Shaddix 

Frank  D.  Smith 

Edna  M.  Stacker-Johnson 

Cesely  Todd 

Stephen  Wilhite 


BACHELOR  OF  LIBERAL  STUDffiS 

Angela  Leigh  Callicutt,  magna  cum  laude 
Jennifer  Ann  Scott,  magna  cum  laude 

Julene  Desiree  Chumbley 

Patricia  Ann  Goedecke 

Lee  Clayton  Harber 

Jerry  Mark  Hill 
Deborah  Ann  Molloy 
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THE  HERFF  COLLEGE  OF  ENGINEERING 

Dean  Richard  C.  Warder,  Jr.,  Ph.D. 

The  Engineering  College's  function  is  to  provide  education  and  research  opportunities  in  the 
principal  fields  of  engineering  and  engineering  technology  for  the  benefit  of  the  industries  and 
agencies  of  the  metropolitan  area,  the  state,  and  the  nation. This  purpose  is  accomplished  by  providing 
professional  education  in  the  principal  fields  of  engineering,  education  in  the  major  areas  of  four-year 
engineering  technology,  and  graduate  education  in  all  areas.  The  programs  in  engineering  and 
engineering  technology  are  accredited  by  the  prestigious  Accreditation  Board  for  Engineering  and 
Technology.  The  following  are  the  degrees  offered  with  the  appropriate  concentrations  within  the 
respective  areas: 


Karyn  Celeste  Higgins 
Jeremy  Edward  Loudenbeck 


BACHELOR  OF  SCIENCE  IN  CIVIL  ENGINEERING 


James  Warren  McRae 
Thomas  Christopher  Sander 


Christopher  Daniel  Smith 
Charles  William  White 


Michael  Francis  Winkler 
Jie  Yao 


BACHELOR  OF  SCIENCE  IN  ELECTRICAL  ENGINEERING 

Mason  Elliott  Favazza,  cum  laude 

Chadwick  Allen  Rowan,  cum  laude 

Minh-Tue  Van  Vo,  cum  laude 


Jesse  L.  Brenton 
Robert  Keith  Busch 


James  Phillip  Davis 
David  Charles  Seahorn 


Hamilton  Chester  Smith 
Scott  Andrew  Williams 


BACHELOR  OF  SCIENCE  IN  INDUSTRIAL  AND  SYSTEMS  ENGINEERING 

Talaat  Masoud  Khmous 

BACHELOR  OF  SCIENCE  IN  MECHANICAL  ENGINEERING 

Phillip  Andrew  Allen,  summa  cum  laude 
Jennifer  Anne  Marsh,  magna  cum  laude 


Lewie  Lanham  Bates,  III 
Bill  Jason  Cluck 
Drew  Katherine 


Kyu  Hoe  Kim 

Clifton  Anthony  Madden 

Ronthel  Lamont  Payne 


William  Carl  Schult 
Charles  Schulte  Sullivan,  III 
Joe  Edwin  Tiller 
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BACHELOR  OF  SCIENCE  IN  ENGINEERING  TECHNOLOGY 

James  Kenneth  Carver,  summa  cum  laude 
Janet  Elaine  Sykes,  summa  cum  laude 

Jerry  Lynn  Clark,  magna  cum  laude 
Hai  Thanh  Pham,  magna  cum  laude 

David  O.  Chan,  cum  laude 

Brett  M.  Hirsch,  cum  laude 

Trung  Thanh  Le,  cum  laude 

TrungTho  Le,cum  laude 


Rolando  Aguillon  Alison  Meredith  Cifuni  Christopher  J.  Norton 

John  Charles  Archer  Shannon  Dale  Huntley  Ronald  Wayne  Snodgrass 

Ronald  Scott  Baker  Derek  Vincent  Johnson  Brian  Ray  Spaulding 

Lawrence  Earl  Bins  Audrey  Anissa  Joy  Stephen  Alexander  Trimble 

Steven  Rae  Brown  David  Bernard  Long,  Jr.  Ozell  Ueal 
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THE  COLLEGE  OF  EDUCATION 

Dean  Nathan  L.  Essex,  Ph.D. 

The  College  of  Education  pursues  six  stated  goals.  One  goal  is  "to  provide  preparation  programs 
that  produce  teachers  and  certain  other  professional  personnel  sufficient  in  quantity  and  competence 
to  help  meet  the  needs  of  the  state,  region,  and  nation." 

Undergraduate  programs  provided  by  the  College  of  Education  lead  to  the  Bachelor  of  Science  in 
Education. 

Degree  programs  consist  of  three  basic  components.  General  Education  courses  comprise 
approximately  45%  of  each  degree  program.  Professional  courses  make  up  from  25%  to  40%  of  the 
total  requirements,  depending  on  the  particular  program  followed.  The  remaining  portion  is  used  to 
develop  one  or  more  specializations. 

In  addition  to  prescribed  courses,  graduates  of  the  various  degree  programs  are  required  to  meet 
criteria  related  to  personal  and  professional  fitness  for  their  chosen  careers.  Field-based  laboratory 
experiences  are  included  in  all  teacher  preparation  programs  in  the  College. 


BACHELOR  OF  SCIENCE  IN  EDUCATION 


Tori  Lea  Arthur,  sutnma  cum  laude 

Elizabeth  Anne  Douglas,  summa  cum  laude 

Jessica  Lee  Fleming,  summa  cum  laude 


Rebecca  Hamrick  Hensley,  summa  cum  laude 
Rickey  L.  Robinson,  summa  cum  laude 


Maleka  DaShun  Daniel,  magna  cum  laude 

Leigh  Ann  Drumwright,  magna  cum  laude 

Alexis  Gaines,  magna  cum  laude 

Barbara  Elaine  Hicks,  magna  cum  laude 

Victoria  Robinson,  magna  cum  laude 

Angela  Dawn  O'Neal  Rood,  magna  cum  laude 


Bobbie  Rena  Smith,  magna  cum  laude 
Jane  Suzanne  Snyder,  magna  cum  laude 

Amy  Denise  Turner,  magna  cum  laude 

Krystal  Joy  Wadsworth,  magna  cum  laude 

Tasia  Wright,  magna  cum  laude 


Terrence  Deshaun  Brittenum,  cum  laude 

Denise  Lynn  Chappell,  cum  laude 

Jennifer  Lee  Chappell,  cum  laude 

Christy  Hennessy  Cooper,  cum  laude 

Julie  Ann  Deats,  cum  laude 

Melodi  Nicole  Hendricks,  cum  laude 

Carrie  Elizabeth  Jackson,  cum  laude 

Anna  Sue  Jones,  cum  laude 

Melissa  Lynn  Kilpi,  cum  laude 

Rogerio  Pereira  Lima,  cum  laude 


Jennifer  Annette  McLellan,  cum  laude 
Mandy  Nichole  McNeil,  cum  laude 

Melissa  Kay  Mote,  cum  laude 

Samantha  Jane  Naifeh,  cum  laude 

Stephanie  Lynn  Pollet,  cum  laude 

Sheri  Lynn  Rhea,  cum  laude 

Tammy  M.  Smith,  cum  laude 

Melissa  Suzanne  Thomas,  cum  laude 

Elizabeth  Joy  Williams,  cum  laude 

Rebecca  Ann  Wilson,  cum  laude 
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BACHELOR  OF  SCIENCE  IN  EDUCATION  (continued) 


Julia  Sabrenna  Acey 
Chad  Anthony  Allen 
Jennifer  Ashlee  Allen 
Michael  A.  Barbara 
Amy  Elizabeth  Barber 
Tabatha  Renee  Berryhill 
Marjon  Aleta  Bishop 
Scott  Earl  Blair 
Shannon  Marie  Blanchard 
Cecelia  Marie  Bolton-Booker 
Joseph  Thomas  Bond,  III 
Nikki  Lanore  Bowser 
Linda  Darnell  Britt 
Tarra  Terika  Broadnax 
Heather  Marguerite  Brown 
Carisa  Marie  Burr 
Billy  Todd  Burson 
Ronald  Coleman  Bush 
Sheretta  Denise  Calico 
Billy  G.Clark, Jr. 
Kevin  Milton  Cobb 
Doreatha  Cole 
McQuitta  Annette  Cosby 
Jeffrey  Wayne  Cotter 
Kathryn  Craig  Cowan 
Amber  Alaine  Cox 
Brian  David  Cox 
Tricia  Lynn  Cox 
Kendrick  Lynn  Crawford 
Brian  Michael  Crowson 
Angela  Denise  Crowder 
Camille  Curry 
Jason  Michael  Curtis 
Kimberly  Ann  Daniel 
Demetria  Paula  Denton 
Rachael  Ann  Dodd 
Larry  Thomas  Driver 
Tanisha  Latrice  Dudley 
Dana  DeAnna  Duke 
Tammy  Sue  DeNiro 
Crystal  Gail  Eddleman 
Theryssa  Michele  Fant 
Virginia  Ferguson 


Brian  Lynn  Foster 
Brian  Kelly  Finch 
Rodrick  Wayne  Gaston 
Cristin  Nicole  Goodwin 
Kimberly  Gail  Griffin 
Laura  Beth  Halbert 
Julie  A.  Hale 
Pamela  Maria  Hall 
Kimberly  Danielle  Hatch 
Donna  LaShea  Higgins 
Candace  Hymon 
Brooks  Ann  Jackson 
Joli  E.Jackson 
Carisa  Felicia  Johnson 
Sylvia  Lois  Johnson 
Cassandra  Johnson-Moore 
Lesly  Allison  Johnston 
Jessica  Michelle  King 
Jennifer  Lynne  Kirksey 
Stephanie  Ye'Cal  Lacey 
Donald  Wayne  LaFrain 
Suzanne  Renee  Latimer 
Terri  Lynn  Lavelle 
Shanita  Shante  Lee 
Lisa  Campbell  Maclin 
Susan  Dyan  Mays 
Rebekah  Ashley  McNeil 
Charlene  Farley  McNeill 
Diana  Gail  Mealer 
Mary  Frances  Medley 
Cedric  Deshone  Miller 
Daryn  Thomas  Miller 
Anne  Morrissey  Miscoski 
Jennifer  Ann  Moffatt 
LaQueta  J.  Moore 
Linda  Sanda  Moore 
Katherine  Lee  Mylum 
Shelley  Harris  Oehlrich 
Felecia  P  Paraham 
Monica  Christine  Peters 
Sherrye  Lynn  Pinner 
Britney  Gail  Poston 
Tammi  LaTreece  Powell 


Toni  McLure  Reed 
Amy  Lynn  Roberts 
Laurie  B.  Roberts 
Julia  Rhea  Russell 
Larry  Shane  Russell 
David  Alan  Rye 
John  Benjamin  Salser 
Lynda  Gail  Sandefur 
Susan  April  Sanders 
Jannie  D.  Schmidle 
Cheryl  Rene  Scott 
Lisa  Stafford  Seaton 
Marsha  Denise  Shotwell 
Samantha  Krisellyn  Slaughter 
Anne  Moore  Smith 
Dwelia  Genae  Smith 
Varissa  Samon  Smith 
Kursandral  Kay  Strong 
Kristy  Ware  Styers 
Sharon  Dawn  Tabor 
Tamara  Paige  Tandy 
LaTonya  Janelle  Tatum 
Stacy  Patton  Taylor 
Monica  Nacole  Thomas 
Janice  Lee  Thompson 
Marilyn  Fant  Tillman 
Mariah  Michelle  Tysz 
William  Worthington  Warren 
Kira  Marie  West 
Rebecca  Diane  Wheat 
Arthur  Stephen  White,  Jr. 
Jessie  Barnes  Williams 
Priscilla  Anne  Williams 
Shelley  Denise  Williams 
Wayne  Orlando  Woodard,  Jr. 
Daphne  Charisse  Wooldridge 
Kobra  Treniece  Wooten 
Sylvia  Kimbro  Worthy 
Ashley  Wright 
Gregory  L.Young 
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THE  COLLEGE  OF  COMMUNICATION  AND  FINE  ARTS 

Dean  Richard  R.  Ranta,  Ph.D. 

The  College  of  Communication  and  Fine  Arts  is  ultimately  centered  on  visual  and  audible  symbols 
whose  rational  and  emotional  values  it  is  the  mission  of  the  College  to  create  and  explore.  In  the  belief 
that  perception  is  largely  shaped  by  experience,  the  College  of  Communication  and  Fine  Arts  offers  a 
range  of  symbolically  rendered  experiences,  both  individual  and  collective,  in  the  hope  of  broadening 
and  sensitizing  the  perceptions  of  its  students. 

Through  its  various  professional  courses  of  study,  it  prepares  students  to  work  toward  careers  in 
the  fine  or  applied  arts,  communication,  or  the  performing  arts,  whether  as  practitioners,  teachers, 
artists,  or  consultants. The  College  offers  three  degrees  by  which  to  accomplish  its  purposes: 

BACHELOR  OF  ARTS 

Candidates  for  the  oldest  of  the  traditional  baccalaureate  degrees  are  students 
who  have  majored  in  art  history;  journalism  with  concentrations  in  either 
advertising,  broadcast  news,  public  relations,  or  news  editorial;  or  communication 
with  concentrations  in  broadcast  and  electronic  media,  communication,  or  film  and 
video  production. 


April  Leigh  Johnson,  summa  cum  laude 


Lucy  Amanda  King,  summa  cum  laude 


Joely  Kim  Savell,  summa  cum  laude 


Theodore  Montrell  Brown,  magna  cum  laude 

Jill  Leighton  Brunson,  magna  cum  laude 

Kacey  Leigh  Miner,  magna  cum  laude 


Jacque  Deanne  Ruppel,  magna  cum  laude 

Rachel  Louise  Weston,  magna  cum  laude 

Christy  Sue  Wood,  magna  cum  laude 


Mohamad  Mohsin  Aburuqiba,  cum  laude 
Jonathan  Andrew  Cullum,  cum  laude 


Cynthia  Robyn  Janssen,  cum  laude 
Melissa  Kate  Rose,  cum  laude 


Tasha  Laqua  Anders 
Heather  Marie  Carver 
Jennifer  Shipp  Cox 
Tony  Reposo  Dixon 
Shanae  Deon  Finch 
Timothy  Allen  Fuller 
Jerry  Douglas  Gmetro 
Jamy  Lyn  Godsey 
Stephanie  Anne  Guff 
Derrick  Dewayne  Guy 
David  Gregory  Hays 
Marcus  Edward  Holliday 
Hayley  Marie  Johnson 


Kevin  Michael  Lane 
Jacqueline  F.  Lewis 
Alan  Simon  Lurie 
Jennifer  Michelle  Maddox 
Windsel  Lee  McCray 
Seames  Paul  McGowan 
Grace  Kathryn  Megel 
Kelvin  Vachun  Myers 
Johnny  Harrison  Neff 
Molly  McMichael  Peters 
Jeffrey  Douglas  Pratt 
Donald  Wade  Quarlesjr. 
Larry  Arnold  Roachelle,  II 


Georgina  Ericka  Rodriguez 
Markus  Leon  Seaberry 
Kathryn  Jean  Shultz 
Danny  Glenn  Smith 
Melissa  Carol  Smith 
Christopher  Allen  Stanley 
Michael  James  Stevens 
Robert  William  Sutton,  Jr. 
Justin  Elliott  Thompson 
Mario  Velasco-Gonzalez 
JohnaWes  Williams 
Michael  John  Wiseman,  Jr. 
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BACHELOR  OF  FINE  ARTS 

Candidates  for  this  professional  degree  have  majored  in  art  with  concentrations 
in  either  art  education;  graphic  design;  interior  design;  ceramics,  painting,  sculpture, 
and  printmaking;  or  photography;  or  theatre  and  dance  with  concentrations  in  either 
performance,  design  and  technical  production  or  dance. These  graduates  have  heen 
provided  with  greater  opportunities  for  specialized  study  in  their  chosen  field  than 
could  be  possible  under  other  baccalaureate  programs. 


Ashley  Page  Bugg,  magna  cum  laude 
Elizabeth  Ashley  Burgess,  magna  cum  laude 
Kelly  Elizabeth  Gardner,  magna  cum  laude 

Megan  Rae  Jones,  magna  cum  laude 


Wayne  Dennis  Ashford,  cum  laude 
Erika  Anne  Deen,  cum  laude 
Susan  Paige  Lane,  cum  laude 

Virginia  R.  Dallas 

Adam  Glenn  Fuqua 

Kristen  Diana  Garland 

Robert  Allen  Hardwick 


Evelia  M.  Lam 

Ross  Derek  Medler 

Jeffrey  Brian  Owens 

John  Ulysses  Raffetyjr. 

Carl  Raymond  Thompson 


Erin  Rachel  Larkin,  cum  laude 
Virginia  Lee  Overton,  cum  laude 

William  Mark  Thompson 

Richard  Gerald  Townsend,  Jr. 

Lindy  Alison  Vogler 

Martheus  Antone  Wade 


BACHELOR  OF  MUSIC 

Candidates  for  this  professional  degree  have  majored  in  music  with 
concentrations  in  performance;  sacred  music;  composition;  music  history;  or  school 
music;  or  in  commercial  music  with  concentrations  in  music  business,  recording 
technology,  jazz  and  studio  performance  or  jazz  and  studio  composition/arranging. 
These  graduates  have  been  provided  with  a  greater  opportunity  for  specialized  study 
in  a  field  of  music  than  would  be  possible  under  other  baccalaureate  programs. 

Daniel  Walton  Denley,  magna  cum  laude 
Michelle  Marie  Rice,  magna  cum  laude 

Brian  Robert  Dibblee,  cum  laude 


Kevin  William  Davis 


James  A.  Dunn.  Ill 
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THE  FOGELMAN  COLLEGE  OF  BUSINESS  AND  ECONOMICS 

Dean  Donna  M.  Randall,  Ph.D. 

The  Fogelman  College  of  Business  and  Economics  offers  a  comprehensive  undergraduate  degree, 
the  Bachelor  of  Business  Administration  degree.  The  goal  of  the  undergraduate  program  of  the 
Fogelman  College  of  Business  and  Economics  is  to  provide  the  basic  education  needed  to  prepare  a 
person  to  enter  the  field  of  business  and  to  move  rapidly  from  an  entry  level  position  into  a  managerial 
position. 

We  believe  the  curriculum  that  best  accomplishes  this  goal  consists  of  four  components.  First,  a 
broad  foundation  of  course  work  is  provided  in  the  liberal  arts  and  sciences.  At  least  40  percent  of  the 
work  taken  by  each  student  in  the  Fogelman  College  of  Business  and  Economics  is  in  the  humanities, 
the  social  sciences,  the  natural  and  physical  sciences,  communications,  and  mathematics. 

Second,  the  curriculum  includes  a  significant  amount  of  study  of  the  economic  and  legal 

environment  of  business  and  introduces  each  of  the  major  functional  fields  of  business-management 

information  systems,  accounting,  finance,  management,  and  marketing. 

Third,  the  curriculum  provides  for  a  choice  of  a  major  by  the  student.  The  student  is  permitted  to  select  a  major  from 

accounting,  business  economics,  finance,  risk  management  and  insurance,  real  estate,  management,  management  information 

systems,  production  operations  management,  marketing  management,  sales,  logistics  marketing  and  international  business. 

Fourth,  the  Bachelor  of  Business  Administration  curriculum  provides  students  with  a  number  of  open  electives.  Through 
these  electives,  the  student  may  select  courses  particularly  suited  to  her  or  his  own  interests,  thus  providing  an  opportunity  for 
the  student  to  pursue  in  greater  breadth  and  depth  the  study  of  business  or  related  fields. 


BACHELOR  OF  BUSINESS  ADMINISTRATION 


Matthew  J.  Briggs,  summa  cum  laude 
Michael  Louis  Hale,  summa  cum  laude 


Sharon  Wessels  Ledbetter,  summa  cum  laude 
Carrie  Jean  Morrow,  summa  cum  laude 


Juloy  Bails  Raymer,  summa  cum  laude 


Jason  Loren  Bauer,  magna  cum  laude 
Robert  Bohuslav,  magna  cum  laude 
Jason  Christopher  Butler,  magna  cum  laude 
Karen  Martin  Crawford,  magna  cum  laude 
Amanda  Elizabeth  Crenshaw, 

magna  cum  laude 
Judy  Kay  Fredrick,  magna  cum  laude 


Kristin  Rhea  Hannah,  magna  cum  laude 
Jennifer  Zoglman  Hayes,  magna  cum  laude 
Lambros  Andrea  Iacovou,  magna  cum  laude 
Jeffery  Len  Jourdanjr.,  magna  cum  laude 

(with  honors  in  Business) 
Kathy  Jenkins  Kennedy,  magna  cum  laude 
Darla  Marie  Kiser,  magna  cum  laude 


Sean  Monahan,  magna  cum  laude 
Amy  Catherine  Perry,  magna  cum  laude 
Emily  Ann  Shelton,  magna  cum  laude 
Tracy  Tomika  Smith,  magna  cum  laude 
Jay  Brice  Snow,  magna  cum  laude 
Meredith  Leah  Williams,  magna  cum  laude 
Carmen  Suzette  Willis,  magna  cum  laude 


Ashlee  Shea  Akin,  cum  laude 
Anita  Wong  Chu,  cum  laude 
Andrew  Lee  Crockett,  cum  laude 
Allison  Adel  Edwards,  cum  laude 
Staci  Sutherland  Graham,  cum  laude 
Sadie  Stone  Gross,  cum  laude 
Adam  Timothy  Healy,  cum  laude 


John  Patrick  Healy  cum  laude 
Tomeka  Yolonda  Lark,  cum  laude 
Jason  Todd  Lee,  cum  laude 
Laura  Roberts  Lewis,  cum  laude 
Michael  Todd  McFadden,  cum  laude 
Barbara  Ann  Nash,  cum  laude 
Dung  Hoang  Le  Nguyen,  cum  laude 


Clayton  Joseph  Percle,  cum  laude 
Gavin  Douglas  Pilant,  cum  laude 
David  Alan  Sharp,  cum  laude 
Kristie  Kay  Smith,  cum  laude 
Oscar  L.  Smith,  cum  laude 
Jerry  Way  Song,  cum  laude 
Robin  Rene  Sorrell,  cum  laude 
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BACHELOR  OF  BUSINESS  ADMINISTRATION 


(continued) 


Osamah  M.  Alzoubi 

Donya  Marie  Baldwin 

Amy  Elizabeth  Ballard 

Kimberly  Yvette  Barnett 

Nicholas  Jason  Becker 

Catherlyn  Demeris  Bills 

Brian  Henderson  Bird 

Moneshia  Cheirice  Boyce 

Richard  Edwin  Bracken 

Raymond  Marshall  Briggsjr. 

LaToya  Nicole  Brooks 

Suzanne  Christine  Brown-Arant 

Jeran  Vincent  Burns 

Nathan  Kyle  Busteed 

Richard  Ian  Byrd 

Robert  Franklin  Caldwell  Jr. 

Kevin  Lamont  Chambers 

Ashley  Brooke  Chism 

James  R.  Colley,  III 

Jason  Leonard  Crews 

Brigette  Nicole  Davies 

Damon  Chevontea  Davis 

Veronica  Michelle  Hogans  Davis 

David  Dinh 

Philip  Theseus  Dotson 

Rashida  Deshonne  Dowdy 

Amy  Suzanne  Dykes 

Derek  Marvin  Randall  Duncan 

Joseph  Carl  Eddins,  Jr. 

Jonathan  Warren  Ellis 

William  Robert  Elrod 

Joe  Nathan  Evans 

Jamie  Shave  Feltus 

Maria  Louise  Field 

Brian  Paul  Ford 

Abbey  Delaine  Garner 

Christopher  Neal  Grantham 

Brian  Dale  Griffin 

Clayton  Jack  Griffin 

Patrick  Andrew  Gunnell 

Patrick  Wilson  Halloran,  IV 

Donald  Edward  Hardin, Jr. 

Glenn  Heath  Harrell 

Blake  Steven  Harrigan 

Brian  Lee  Harris 

Jacqueline  Kaye  Harris 


Tamisha  Schnett  Hawkins 

Robert  Scott  Henson 

Michele  Pearson  Hoffman 

Charles  T.  Hoskins,  II 

Linda  G.  Hudspeth 

Melvin  Lee  Hungatejr. 

Delois  Hunt 

Kenneth  Roger  Hunt 

Natasha  Lynn  Hurd 

Jaacqueline  Hurt 

Elizabeth  Buxton  Jennings 

Micheal  Johnson 

Carol  Ann  Jones 

Debra  West  Jones 

Libra  S.Jones 

Patrick  L.  Kennedy 

William  Calvin  King,  Jr. 

Rekha  B.  Krishnaiah 

Lori  Leigh  Kyle 

Kenya  Ykela  Layrock 
Aaftine  Antillon  Lee 
Greta  Nichelle  Lee 
Renetta  Faye  Lesure 
Joseph  Michael  Lewis 
Julie  Yan  Lin 
Jennifer  Kristine  Lindsay 
Jonathan  Wayne  Linkinhoker 
Deanna  Winberry  Little 
Adam  L.  Lobbins 
Isvandiari  Sarah  Luntungan 
Chandra  Sherrell  McBride 
Edward  Dee  McCloreJr. 
William  J.  McGoff 
Christopher  Lee  McLemore 
Ben  Alan  Macre 
Jacoby  Sherrod  Malone 
Randall  Kent  Meadows 
Chris  Marie  Mitchell 
Michael  T.  Moore 
Tristan  Ovid  Moore 
Christopher  Robert  Morris 
Wheeler  Stephenie  Morris 
Melissa  Delia  Murray 
Travis  Earl  Neas 
John  Wayne  Nelson 
Yekeechia  Nicole  Newsom 


Phong  Thai  Nguyen 
Brent  Richards  Nowlin 
Vincent  Gerold  Osborne 
Michelle  Christine  Overstreet 
Concepcion  Mike  Padilla 
Nila  H.  Patel 

Jonathan  Reid  Powell 
Michael  Phillip  Pratt 

Amy  Gail  Ramage 
Karonda  Demetriss  Reavely 

Michael  John  Reed 

John  Charles  Richert 

Karren  Dawn  Risby 

Terethea  Ann  Robertson 

James  Thomas  Ross 

Realis  Hosea  Sanders 

Gwendolyn  Marie  Saulny 

Suhail  Shamsuddin  Shaikh 

LaToya  Hudson  Sharp 

Amy  J.  Shears 

Wydell  Shelby 

William  Kenneth  Shoup 

Timothy  Stephen  Silk 

Steven  Anthony  Slattery 

Susanne  Marie  Snyder 

Shannon  Beth  Speed 

Jamie  Lea  Stimpson 

Martha  Mae  Street 

Linda  Aurelia  Suggs 

Cyburn  Hilliard  Sullivan,  rv 

Patrick  Steven  Thomas 

Kevin  Michael  Thomason 

Shawn  Michael  Thompson 

Tonya  LaShea  Thompson 
Sherry  A.  Tucker 
Howard  Scott  Turner,  Jr. 
Jennifer  Michelle  Vossen 
Artrelle  Catrice  Walker 
Matthew  Thomas  Wallace 
Jason  Greg  Watson 
ChadwickS.Wieland 
Bayne  Tolliver  Williams 
Casey  Lynn  Williams 
Michael  Reyes  Yniguez 
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THE  COLLEGE  OF  ARTS  AND  SCIENCES 

Dean  Ralph  J.  Faudree,  Jr.,  Ph.D. 

The  aims  and  purposes  of  The  College  of  Arts  and  Sciences  are  summarized  in  these  words  that 
serve  as  part  of  our  official  statement  in  the  catalog  issue  of  the  University  Bulletin:  "The  program  of 
liberal  studies  aims  (1)  to  provide  students  with  a  store  of  factual  knowledge;  (2)  to  introduce  them 
to  varying  sets  of  principles;  (3)  to  stimulate  them  to  think  about  and  to  evaluate  these  facts  and 
principles;  and  (4)  to  encourage  them  to  order  their  own  affairs  and  those  of  society  with  the  talent, 
insight,  and  discrimination  which  they  develop."  We  have  been  privileged  to  pursue  these  aims  with 
the  following  students  who  are  candidates  for  the  five  degrees  which  we  offer: 


BACHELOR  OF  ARTS 


Charles  Hubert  Cole,  II,  summa  cutn  laude 
Julie  Lynn  Edwards,  summa  cum  laude 
Heather  Leigh  Gaines,  summa  cum  laude 


Michael  Kaleikini  Markham,  summa  cum,  laude 
Brandon  Wesley  Thornburg,  swraraa  cum  laude 


Mwana  Ali  Al-Hindi,  magna  cum  laude 
Stephanie  Howard  Bassett,  magna  cum  laude 
Karen  Linette  Brown,  magna  cum  laude 
Joseph  Kenneth  Cash,  magna  cum  laude 
Christopher  Michael  Davis,  magna  cum  laude 
Meagan  Leigh  Harrison,  magna  cum  laude 
Tanvir  Hossain,  magna  cum  laude 
Emi  Itami,  magna  cutn  laude 


Sonja  Luecke,  magna  cum  laude 
Molly  Williams  McNally,  magna  cum  laude 
Perry  Robert  Pennington,  magna  cutn  laude 
William  Peter  Rayburn,  magna  cum  laude 
Pamela  R.  Storey,  magna  cum  laude 
Melissa  Caroline  Walker,  magna  cum  laude 
William  Seth  Young,  magna  cutn  laude 
Lisa  Marie  Zimmer,  magna  cum  laude 


Amy  Marie  Baumtrog,  cum  laude 
Timothy  Daniel  Brogdon,  cum  laude 
Kimberly  Hope  Caldwell,  cutn  laude 
Cougar  G.  Cathasaigh,  cum  laude 
Ricky  Frank,  cum  laude 
Dana  Shea  Gabrion,  cum  laude 
Leo  Paul  Hill,  cum  laude 
Erin  Rene  Hillis,  cum  laude 


John  Frederic  Innis,  cum  laude 
Kalista  Barton  King,  cum  laude 
Jeffrey  E.  Kurrus,  cutn  laude 
Naseera  Xandra  Lewis,  cum  laude 
Don  E.  Lossing,  cum  laude 
Zachary  Michael  Moore,  cum  laude 
Susan  Rhea  Nabors,  cum  laude 
Aaron  M.  Prather,  cum  laude 


William  Hayes  Roberts,  cum  laude 
James  Matthew  Smithson,  cum  laude 
Joanne  McAfee  Sorsby,  cum  laude 
Bonnie  Frances  Spinola,  cum  laude 
Barton  Lane  Thorne,  cum  laude 
Kimberly  Diane  Weber,  cum  laude 
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BACHELOR  OF  ARTS  (continued) 


Aprille  Michelle  Abston 

Heather  Marie  Albertson 

Melanie  L.Alsworth 

Michael  Charles  Anderson 

Monica  LaShae  Anderson 

Janet  P  Netters-Austin 

Annapoorna  Ayyagari 

Jason  Michael  Bain 

Rhea  Lynn  Baker 

Erica  Ashley  Bell 

Arlene  Renee  Williams  Bond 

Michael  Bryant  Brashear 

Brandi  Jeanine  Brassell 

Diane  R.  Brooks 

Beverly  Ann  Brown 

FelisaAnn  Brown 

Rebecca  Elizabeth  Burleson 

Tonya  T.  Caffey 

Kelcie  Floyd  Card,  III 

Anita  Marie  Carter 

Jeffrey  D.  Caswell 

Cheston  C.  Cherry 

Latoya  Nicole  Childress-Thomas 

Laurel  Anne-Mayrose  Clark 

Laura  Jane  Clyce 

Kesha  Michelle  Coleman 

Kerry  Colleen  Cooper 

Jennifer  Ann  Crain 

Ken  Sharrod  Crumpton 

Drew  Davis  Cutliff 

William  Robert  Daniel 

Karim  Myles  Davis 

Stephanie  Fontane  Davis 

Beth  Elaine  DiMicco 

Shalonda  La  Shawn  Dowell 

Lisanne  R.  Dunavant 

Justin  Craig  Edwards 

Tracy  Yvette  Eldridge 


Gail  Anne  English 

Mona  Letha  Engram 

William  Andrew  Erickson 

Rodney  Jerome  Ervin 

Alice  Marie  Farr 

Cory  Ernest  Fisher 

Wendy  Renee  Ford 

Darla  Michelle  Keel  Fulton 

Avis  Katrina  Gathright 

Heather  Marie  Gibson 

Andrew  Jason  Gienapp 

Charlie  Belvert  Giggersjr. 

Katina  Faith  Gillespie 

Michael  Edward  Gorham-Sanchez 

Kyle  Reed  Gouedy 

Julian  Russell  Griffin 

Greer  Kristine  Grissom 

Richard  Daniel  Haley 

Christie  Leigh  Harper 

Angela  Lashelle  Harris 

Erika  M.  Harris 

Thomas  Edwin  Harrison,  Jr. 

Heather  Denise  Hathorn 

Misty  DeLane  Hayes 

Amanda  Leah  Henson 

Latasha  Danyell  Herndon 

Edna  Michelle  Hill 

Vishunue  LeMere  Hite 

Shoni  Danielle  Hodges 

Janice  Anderson  Holmes 

John  David  Howard 

Adriane  Renee  Hugghis 

Roxanne  Alexis  Ikard 

Shantay  Randle  Jackson 

Darrell  Franklin  James 

Kevin  Randall  James 

Dusty  Lee  Jansen 

Leah  Carolyn  Jerkins 


Chavela  Chanel  Johnson 
Daniyel  Johnson 
Jimmy  Lorenz  Johnson 
Ferrolyn  Marie  Jones 
LeVictris  Valanski  Jones 
Patricia  Jean  Kaiser 
Nicholas  Scott  Kelley 
Karl  Hans  Kennin 
Maxine  Astrid  Kilford 
Carmen  Marie  Kinzer 
Aaron  Carl  Klimek 
Angela  Jane  Lamb 
Erica  Nicole  Leake 
Mary  Katherine  Levie 
Mark  Edward  Lindsey 
Kristi  Michelle  Lunsford 
Sunethra  LaLitha  Maddirala 
Craig  William  Martin 
Pamela  Denise  Martin 
John  Garner  Mays 
Danenita  Evette  McAdams 
Tiffany  Deon  McClain 
James  Dustin  McDaniel 
Edrick  Lindell  McGhee 
Randell  Dean  McLendon 
Alecia  Michelle  Mitchell 
William  Richard  Moore,  Jr. 
April  Marlene  Moseley 
Laura  Marchesini  Nisar 
Racheal  Corrie  Oliver 
Donna  Shervetta  Owens 
Allison  Taylor  Patterson 
Camille  Ranee  Payne 
Geoffrey  Keith  Perkins 
William  Thomas  Person,  III 
Richard  JB  Phillips,  IV 
Willie  Clyde  Powell,  Jr. 
Cyd  Espiritu  Rabuco 


Amy  Leanne  Ragghianti 
Jeri  Leanne  Riley 

(with  honors  in  English) 
Vanessa  Rodgers-Jones 

Hilary  Ann  Rogers 
Samuel  Mark  Russell 
Ashley  Grace  Schuyler 
Jill  Rosen  Singer 
Allison  Kathleen  Smith 
Loren  Darrell  Smith 
Narvia  Joyce  Smith,  II 
Richie  Marvin  Staggs 
Abigail  Renea  Stevens 
Vanessa  Stokes 
Charles  J.  Sturkey 
Ann  Marie  Taylor 
Henry  Charles  Taylor,  Jr. 
Brett  Earl  First  Thompson 
David  Jarred  Thweatt 
Michael  Joseph  Tole 
George  B.Troutman 
Leslie  Alishe  Vanelli 
Christopher  Stephen  Vickers 
Adrienne  Waits 
Samuel  D.Ward 
Sofea  Lynn  Watkins 
Ashley  Murino  West 
Jaimie  Wayne  Wilkinson 
Nina  Shante  Wilson 
Henry  deGraffenried  Winter,  III 
Frederick  Marshall  Wittber 
Brian  David  Wiuff 
Michael  David  Woitesek 
Jennifer  Victoria  Wyatt 
Adrienne  Niccole  Young 
Lora  Lynn  Zimmer 
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BACHELOR  OF  SCIENCE 

The  Bachelor  of  Science  is  the  degree  awarded  to  those  students  who  complete 
majors  in  one  or  more  of  the  natural,  physical,  or  social  sciences: 

Michael  William  Riker,  summa  cum  laude 
Hanan  Betty  Souki,  summa  cum  laude 

Dana  Marie  Fountain,  magna  cum  laude 

Tiffany  Dannielle  Glover,  magna  cum  laude 

Amy  L.  Hirsh,  magna  cum  laude 

Lacey  Renn  McNally  magna  cum  laude 

Mureena  Angela  Turnquest,  magna  cum  laude 

Stepheny  Lin  Williams,  magna  cum  laude 

Kathryn  Renee  Baker,  cum  laude 

Nina  Vivian  McLachlan,  cum  laude 

Art  A.  Molnar,  cum  laude 


La  Shunna  DeAndrea  Batiste 
Carmen  Olivia  Baxter 
Deanna  Wells  Black 
Andrea  McKinley  Brown 
Rivers  Lee  Carroll 
Eva  Nichole  Cartwright 
Thu  Le  Chau 
Travis  Aaron  Cloud 
James  Justin  Coulson 


Mark  Gregory  Davis 
Sharon  Lynnette  Fisher 
Rachelle  Artishia  Hess 
Earl  Hines  Hoffman 
Dejean  Michelle  Johnson 
Nicole  Denise  Jones 
LaSonja  Elaine  Lawrence 
Diana  D.  McClurg 
Jennifer  Lorraine  Moll 


Sabrina  Ann  Nevilles 
Daniel  Watts  Nichols 
Nershana  Patel 
Douglas  McLane  Polk,  Jr. 
Kallol  Kvimar  Ray 
Carrie  Denise  Stovall 
DeQuanda  Lakeisha  Taylor 
Tosha  Renae  Williams 
Tequilla  LaTon  Winrow 


BACHELOR  OF  SCIENCE  IN  CHEMISTRY 

The  Bachelor  of  Science  in  Chemistry  is  the  degree  awarded  to  those  students 
who  complete  majors  in  one  or  more  of  the  natural,  physical,  or  social  sciences: 

Day  Thi  Nguyen,  magna  cum  laude 
Timothy  Wayne  Austill,  cum  laude 

Tai  Anh  Chau 
Bich  Lieu  Thi  Tran 
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THE  DEPARTMENT  OF  NAVAL  SCIENCE 

NAVAL  ROTC  UNIT 

CANDIDATES  FOR  NAVY  AND  MARINE  CORPS  COMMISSION 

The  Department  of  Naval  Science  provides  a  four-year  and  a  two-year  program  of  instruction  leading  to  a  commission 
as  an  officer  in  the  United  States  Naval  Reserve  or  Marine  Corps  Reserves.  The  program  is  voluntary  and  students  may 
withdraw  from  the  program  at  any  time  during  their  freshman  year.  At  the  start  of  the  sophomore  year,  scholarship 
students  enter  into  an  agreement  with  the  Department  of  the  Navy  that  specifies  active  duty  service  after  college  work 
is  completed.  These  programs  are  open  to  men  and  women. 

The  four-year  program  is  geared  to  students  who  enter  the  NROTC  program  as  freshmen.  Students  are  introduced 
to  the  field  of  naval  science,  which  encompasses  a  broad  variety  of  subjects  ranging  from  basic  seamanship  to  fleet 
operations.  Topics  covered  during  the  first  half  of  the  four-year  program  include  principles  of  naval  ships  systems,  naval 
weaponry,  seapower,  and  maritime  affairs.  The  second  half  (junior  and  senior  years)  is  devoted  to  navigation  and  naval 
operations,  naval  leadership  and  management  and,  for  Marine  option  students,  amphibious  warfare  and  a  study  of 
warfare  through  the  ages.  Six-week  summer  training  cruises  are  also  part  of  the  naval  science  program.  While 
participating  in  summer  training,  students  receive  per  diem  and  are  provided  room,  board,  medical  care,  and  travel  to 
and  from  training. 

The  two-year  program  is  offered  to  upper-level  students  only.  Students  apply  for  enrollment  through  the  Professor 
of  Naval  Science  before  the  spring  semester  of  their  sophomore  year.  Following  acceptance,  students  attend  the  six- 
week  Naval  Science  Institute  in  Newport,  Rhode  Island,  during  the  summer  between  the  sophomore  and  junior  years. 
Upon  return  to  campus,  students  are  enrolled  in  the  NROTC  program  and  participate  as  regular  scholarship  students. 

Upon  graduation  and  completion  of  the  Naval  ROTC  Program,  midshipmen  are  commissioned  as  Ensigns  in  the 
United  States  Naval  Reserves  or  Second  Lieutenants  in  the  Marine  Corps  Reserves  and  execute  their  active  duty  service 
agreements. 

Ensign  James  Kenneth  Carver,  summa  cum  laude 
Ensign  Jimmy  Allen  Caldwell,  summa  cum  laude 
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THE  UNIVERSITY  BRASS  ENSEMBLE 
David  Spencer,  Conductor 


Trumpet 

Chris  Carrillo 
Chris  Cooper 
Ward  Yager 
Rick  Dolan 
Nathan  Phelps 

Flugelhorn 

Jeremy  Shrader 
Lionel  Cable 


ENSEMBLE  PERSONNEL 

Horn 

Angela  Winter 
Nicki  Greene 
Carolyn  Trimble 

Percussion 

Malcolm  Williams 


Trombone 

Dexter  Tenison 
Matthew  May 

Tuba/Euphonium 
Shawn  Schacht 
Daryl  Finley 
Sean  Murphy 


SPECIAL  APPRECIATION 

On  behalf  of  the  University,  appreciation  is  extended  to  the  staff  of  The  Pyramid 
Arena  for  their  assistance  and  support  of  The  University  of  Memphis, 

and  to 

Randy  Chappell,  Interpreter 

The  Interpreting  Service  for  the  Deaf,  Inc. 

The  University  of  Memphis  is  one  of  46  institutions  in  the  Tennessee  Board  of  Regents  system,  the  seventh  largest  system  of  higher  education  in  the  nation. 
The  Tennessee  Board  of  Regents  is  the  governing  board  for  this  system  which  comprises  six  universities,  14  community  colleges  and  26  area  technology  centers. 
The  TBR  system  enrolls  more  than  80  percent  of  all  Tennessee  students  attending  public  institutions  of  higher  education. 


The  University  of  Memphis  is  an  Equal  Opportunity  /Affirmative  Action  University.  It  is  committed  to  education  of  a  non-racially  identifiable  student  body. 


PS  4/97-1606 
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NATIONAL  ANTHEM 


ALMA  MATER 


Oh,  say  can  you  see  by  the  dawn's  early  light 
What  so  proudly  we  hail'd  at  the  twilight's  last  gleaming, 
Whose  broad  stripes  and  bright  stars  through  the  perilous  fight 
O'er  the  ramparts  we  watch  d  were  so  gallantly  streaming? 
And  the  rockets'  red  glare,  the  bombs  bursting  in  air, 
Gave  proof  through  the  night  that  our  flag  was  still  there. 
Oh,  say  does  that  star-spangled  banner  yet  wave 
O'er  the  land  of  the  free  and  the  home  of  the  brave? 


Stand  firm,  O  Alma  Mater, 
Through  all  the  years  to  come; 
In  days  of  youth  and  beauty 
Thy  halls  have  been  our  home. 
In  time  of  preparation 
Great  lessons  didst  thou  teach 
Til  now,  O  Alma  Mater, 
The  stars  we'll  strive  to  reach. 


Commencement  Directed  by: 
Commencement  Team: 


Banner  Bearers  and  Ushers: 
Pronouncers: 

Academic  Marshals: 


Dr.  Marion  F.  Emslie,  Director  of  Commencement 

Mrs.  Katherine  Atkinson,  Enrollment  Services 

Dr.  Thomas  R.  Caplinger,  College  of  Arts  and  Sciences 

Ms.  Virginia  Davis,  Media  Relations 

Mr.  Brett  H.  Foxx,  Center  for  Student  Development 

Mrs.  Linda  Ellis  Michael,  Special  Events 

Mr.  David  Spencer,  Music  Department 

Ms.  Wanda  Kilgore  Schneider,  Commencement 

Mrs.  Julie  Rhodes,  Student  Life 

Student  Assistants:  John  D.  Maixner,  Catherine  Brannon, 

LeAnn  Cary,  Amanda  Neighbors,  Marcie  Tebben,  Ju  Khamsone, 

Wesley  Gentry  and  Corinne  Murray 

Members,The  University  of  Memphis  Student  Ambassador  Board 

Dr.  Robert  W  McDowell,  Department  of  Communication 
Ms.  Anita  J.  Lenhart,  Department  of  Theatre  and  Dance 

Dr.  Milan  C.  Buncick,  Dr.  David  Giacopassi  and  Mr.  Brandon  WThornburg 

College  of  Arts  and  Sciences 
Dr.  Floyd  N.Tyler,  Jr.,  Dr.  John  B.  Gilmore  and  Mr.  Michael  L.  Hale 

Fogelman  College  of  Business  and  Economics 
Dr.  G.James  Gholson,  Jr.,  Dr.  William  J.Willis  and  Ms.  Joely  Kim  Savell 

College  of  Communication  and  Fine  Arts 
Dr.  Carolyn  L.  Worms,  Dr. Terra  Smith  and  Ms.  Elizabeth  Ann  Douglas 

College  of  Education 
Dr.  William  S.Janna,  Dr.  Samuel  B.Thomason  and  Ms.  Janet  Sykes 

Herff  College  of  Engineering 
Dr.  Broderick  E.  Nichols  and  Ms.  Jennifer  Ann  Scott 

University  College 
Dr. Jan  C.  Scherubel,  Dr.  Susan  R.Jacob  and  Ms.  Polly  Dorber 

Loewenberg  School  of  Nursing 
Dr.DavidJ.Wark 

School  of  Audiology  and  Speech-Language  Pathology 
Dr.  Charles  DeWitt 

Cecil  C.  Humphreys  School  of  Law 
Dr.  Beverly  Bond,  Dr.  John  W.  Baur  and  Dr  Thomas  R.  Caplinger 

Graduate  School 
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UNIVERSITY  IMPACTS  LOCAL  ECONOMY 


The  University  of  Memphis  has  a  billion-dollar 
impact  on  the  Memphis  Economy,  studies  by  the  U  of 
M's  Bureau  of  Business  and  Economic  Research  re- 
veal. Researchers  at  the  bureau  say  the  University  is 
responsible  for  more  than  12,000  Memphis-area  jobs 
with  salaries  totalling  more  than  $314  million  each 
year. 

But  the  Bureau's  economists  say  the  University  has 
a  far  greater  impact  on  the  community  because  of  the 
increased  earning  power  of  its  graduates  and  their  role 
in  business  and  civic  activities. 

Among  the  key  findings  of  the  study: 

•The  University  of  Memphis,  with  about  2,500 
faculty,  staff  and  part-time  employees,  writes  almost 
$131  million  in  paychecks  each  year. 

•  The  almost  20,000  students  enrolled  at  The  U  of  M 
earn  more  than  $189  million  at  full-  and  part-time  jobs 
off  campus. 

•With  a  budget  totalling  $206  million,  the  Univer- 
sity spent  more  than  $4.8  million  during  1996  for 
utilities  and  more  than  $6.4  million  for  maintenance 
and  repair  of  its  buildings. 

•University  graduates  typically  earn  $600,000  more 
during  their  working  career  than  their  high  school 
classmates  who  did  not  finish  college.  That  means  the 
almost  36,000  U  of  M  graduates  living  in  Shelby 
County  will  earn  $21  billion  more  during  their  working 
lives. 

The  report  said  The  U  of  M's  direct  impact  on  the 
local  economy  amounted  to  slightly  more  than  $395 
million,  an  increase  of  about  $54  million  since  1995. 
That  figure  included  salaries,  goods  and  services  and 
salaries  earned  by  students  attending  the  University. 
But  when  researchers  consider  the  effect  of  the 
University's  expenditures  as  the  money  was  spent 
through  the  community,  the  total  impact  was  set  at 
slightly  more  than  $1  billion. 

Economists  assume  that  a  dollar  paid  in  salaries  or 
for  goods  and  services  "turns  over"  or  is  spent,  on 
average,  about  two  times  within  a  community,  thus 
increasing  the  total  impact  of  the  money.  Purchases 


made  by  the  University  help  contribute  to  increased 
employment  in  the  community. 

The  Bureau  of  Business  and  Economic  Research  is 
an  arm  of  The  U  of  M's  Fogelman  College  of  Business 
and  Economics.  In  an  earlier  study  of  the  University's 
contribution  to  the  economic  health  of  the  Memphis 
area,  researchers  surveyed  employees,  faculty,  stu- 
dents and  graduates  about  their  spending  habits, 
income,  jobs  and  civic  activities. 

More  than  1,400  people  responded  to  the  detailed 
questionnaires,  and  data  was  supplied  by  several  U  of 
M  agencies. 

The  study  revealed  the  gross  family  income  for 
faculty  and  staff  averaged  $62,444,  with  each  em- 
ployee contributing  an  average  of  $26,510  to  the  lo- 
cal economy.  Typically,  employees  spent  $600  a 
month  on  housing,  $200  a  month  for  utilities  and 
$400  a  month  for  food.  The  typical  employee  spent 
$1,000  a  year  for  recreation  and  another  $1,000  for 
medical  expenses.  They  also  contributed  $1,000  a 
year  to  religious  and  charitable  organizations. 

Thirty-eight  percent  of  the  approximately  20,000 
students  have  part-time  jobs,  and  43  percent  are 


working  full-time,  the  survey  said.  The  full-time 
workers  who  attend  The  University  average  more 
than  $27,000  a  year  in  salaries  while  part-time 
workers  average  almost  $19,000. 

"With  more  than  3,000  faculty  and  staff  mem- 
bers, The  University  of  Memphis  is  one  of  the 
community's  largest  employers,"  said  U  of  M  Presi- 
dent V.  Lane  Rawlins.  "The  financial  impact  of 
what  we  pay  our  employees  and  what  we  spend 
with  local  businesses  is  an  important  part  of  the 
Memphis  economy. 

"But  this  survey  shows  that  we  are  much  more," 
Rawlins  said.  "The  contribution  we  make  to  our 
community  is  multiplied  many  times  over  by  the  in- 
creased earnings  college  graduates  can  expect  dur- 
ing their  lifetime.  Our  faculty  and  staff  are  active 
members  of  the  community,  and  are  a  crucial 
source  of  well-trained,  well-educated  workers  for 
Memphis-area  businesses.  Our  University  contrib- 
utes to  a  higher  quality  of  life  for  everyone  in  the 
community." 

NOTE:  For  further  information,  contact  the  University's  Bureau  of 
Business  and  Economic  Research  at  (901)  678-2281. 


Total  Economic  Impact:  $1,014  Billion 


Indirect  impact 

$591  Million 


University 
expenditures 
$76  Million 


Student  incomes 

$189  Million 


Visitor  expenditures 
$27  Million 


Faculty/staff  incomes 
$131  Million 
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Herff  College  of  Engineering 


College  and  School  Banners 

Adding  to  the  pageantry  of  official  ceremonies  and  featuring  symbolic  images  regalia  hoods  and  sleeve  chevrons.  Crowning  each  ensign  are  stripes  indicating 

for  each  of  the  University's  colleges  and  schools,  the  banners  were  first  used  in  1989.  disciplines  within  the  division,  while  a  gold  laurel  wreath  encircles  each  emblem. 

The  background  of  each  banner  corresponds  to  the  color  of  that  unit's  academic 
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University  College 


Loewenberg  School  of  Nursing 


School  of  Audiology  and 
Speech-Language  Pathology 


Cecil  C.  Humphreys 
School  of  Law 


Graduate  School 


